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JUDGES AT DOG SHOWS. 


; recent dog show in this city was chiefly noteworthy 

as indicating the growing strength of certain special 
classes in this country. A number of classes of dogs not 
used for field sports are rapidly making their way into favor 
with the general public, and efforts, more or less intelligent, 
are being made to improve these breeds. To the novice the 
simplest way of getting good dogs appears to be by importa- 
tion from England; for deep down in the hearts of most 
men, who are without long experience, lurks a feeling that 
an imported dog must of necessity be better than a native. 
Of course this idea is wholly erroneous. They have better 
dogs in the non-sporting classes in England than we have 
here, but they also have others that are as bad as any of 
ours, and the mere fact that a dog is imported is not neces- 
sarily anything in its favor. The man who, being ignorant 
of a breed, picks up a specimen in England, is, if he trusts 
to himself, aimost sure to be cheated and to secure a very 
commonplace animal. 

Intelligent importation cannot fail to improve our dogs, 
but indiscriminate bringing in of foreign dogs merely be- 
cause they were born on the otier side of the water, is 
useless and absurd. Judicious breeding is much more 
to be relied on than importation alone, but the two working 
together are what will improve our dogs. 

When we consider this growing strength of many of the 
classes, and the increasing number of ‘‘real good ones,” in 
America, it is evident that if these classes are to be satisfac- 
torily judged, the knowledge of these different breeds must 
keep pace with their improvement. In old times, a man 
who had owned and bred pointers and setters, was often in- 
trusted with the decisions in all the classes in a show, and 
distributed in a hit or miss manner the honors among pugs, 
poodles, mastiffs, greyhounds and the other breeds. He 
knew nothing of what they should be, andif his awards 
were properly made it was a matter of good luck, not good 
judgment. 

We have advanced far beyond that stage now, and have a 
number of fairly good ‘‘all-round” judges, but we need 
something more. In many classes at the large shows the 
good dogs are becoming so numerous, that nice judgment 
and an exhaustive knowledge of these breeds are required to 
justly determine the relative merits of the animals exhibited. 
















Such knowledge can be acquired in only one way—by expe 
rience. A judge must have bred or owned and exhibited 
good dogs, the more the better. 

Dog shows in America are comparatively new, and dog- 
breeding still newer; so that we have not in this country as 
many specialists as they have abroad. Still, there are not a 
few individuals—and their number is constantly on the in- 
crease—who are striving to intelligently breed better and 
better animals, and these efforts will not be without the 
desired results. The managers of dog shows will do well to 
consider the advisability of selecting judges at future shows 
from among such brecders and exhibitors, many of whom 
are qualified by temperament and experience to act in this 
capacity. In a number of cases this has been already done, 
but it should be the rule ratiier than the exception. 

At present our judges have too much to do, too many 
classes to adjudicate upon; as a consequence they are often 
worn out by their work, which is extended over too much 
time, and confused by the number and variety of the animals 
brought before them. The task of judging at a dog show is 
a hard and thankless one at best, and it should be made as 
easy as possible. A further division of labor too, will give 
more satisfactory results to the public, and by increasing the 
number of judges, the awards can all be made during the 
first day of the show. This will, as we have so often insisted, 
result in dog shows having their full educational effect, for 
the public can then see for themselves what the judges 
regard as the best specimens of the different breeds shown. 

The subject is one which calls for the careful consideration 
of the new American Kennel Club. 


ANOTHER INTERNATIONAL MATCH. 


HE call of the N. R. A. Committee for an expression of 

opinion on the part of riflemen upon the subject of 
another match is made through our columns, and the field 
of discussion is now clear for vigorous cultivation. The 
question simply is whether there are enough riflemen of real 
ability who are willing to give the time and trouble 
involved ina match of the prominence which the proposed 
one will have. The exact conditions of the contest, if one is 
decided upon, may be fixed at any time, but the question of 
getting men is next to the question of getting money, the 
one on which our managers in the past have had the most 
difficulty in considering. It will certainly be one of the 
conditions of the next match that the rifles shall go un- 
cleaned from shot to shot, and the necessary experiments in 
ammunition should be made without delay. There are 
claims that the rifle companies are prepared with the re- 
quisite arm, but this is a matter which is yet fairly open for 
settlement by trial. 

On the subject of an international match sectional differ- 
ences should be cast aside and a united front be presented to 
the teams which will visit us from abroad. There are rifle- 
men in the country who owe it to their region to make an 
appearance in such a match as this. There are ranges beside 
Creedmoor and Walnut Hill, but they make no adequate 
showing before the public. 

The invitation of the committee is timely. The whole 
winter is before our riflemen for talk and preparation. It 
seems necessary that a certain season of chin-wagging should 
precede any such contest, and for this match now is the 
time. The coast is clear, our columns are mapy and broad, 
and to all suggestions of merit respectful attention will at 
least be given. 


A LIVE RIFLE CLUB. 

' WHE promise that a real shooting club will be organized 

in this city, is held out in the communication of Mr. 
James Duane in another column. There is need and room 
for just such a company in this city, and if it be kept in the 
hands and under the control of the shooting men themselves, 
there is no reason to doubt that it will be kept up to the 
plane of success. 

The end of small arm shooting is still a long way off. 
Already much that was thought fine work and of the most 
advanced sort at Creedmoor, has become obsolete, and a 
club of live shooters need never grow dull for want of some 
interesting contest to be devised. One thing only is to be 
guarded against, and that is a surplusage of management. 
There have been clubs In the past which have done pretty 
much everything but shoot. Those who go into the new 
organization have the benefit of this experience, and what- 
ever may be the fate of the new effort, it is certainly the fact 
that there is an abundance of material in and about this city 
for a club strong in numbers, and far up in shooting attain- 
ments. 


THE MAINE DEER LAW. 


HE State of Maine has made a more decided advance in 

securing wise game laws and compelling their observ- 
ance than has been attained in any other State of the Union. 
The efficient work of her commission has been the subject 
of repeated conmmmendation in these columns. Friends of 
wise game protection have come to look upon the old Pine 
Tree State as the chiefest exemplar of its principles and 
practice. The condition of affairs there today is one of 
actual progress. A backward step at this time would be 
lamentable. 

It is said that an attempt will be~made, at the next meet- 
ing of the Maine Legislature, to change the opening of the 
season for deer shooting from Oct. 1 to Sept. 1. Advocates 
of this change in favor of earlier shooting make the plaus- 
ible argument that, while it will permit the sportsman to 
pursue the game, yet because of the dense foliage of the 
woods in September not many deer can actually be killed. 
It is contended, too, that business and professional men, who 
cannot leave their counting rooms and offices in October, 
should not be deprived of the privilege of hunting in the 
month of September. Moreover, such a change would per- 
mit trout fishermen to combine hunting with their fishing. 

The plausibility of these arguments is only on the surface. 
The reasoning is, in fact, fallacious. If it were not expected 
that the deer would actually be killed in September, there 
could be no object in making that month an open one. As 
to the combination of fishing and shooting large game, if 
the intention be to legislate at all with respect to that class 
of anglers who jig the large trout on the spawning beds, the 
kindest and most judicious expedient would be to change 
the trout season so that it would close Sept. 1. 

In regard to the business and professional men—as we 
have often said before—if they cannot afford to shoot game 
in October, then for the sake of maintaining the game supply, 
they must be content to forego the pleasure of hunting at 
ail. The law governing the case is not the statute of human 
enactment, but nature’s own immutable law. If it is or- 
dained by natural law that in the month of September in 
the Maine woods fawns are still with the mother deer, 
and dependent upon her for their sustenance; and this 
being the case, the sportsman should be forbidden by the 
statute—if indeed his own heart does not so forbid him—to 
kill the mother doe. 

This is the insurmountable objection to September deer 
hunting in Maine. There are other considerations which 
add their weight to the same side of the question. We 
should extremely regret to see a change, such as we are 
told is proposed: 


ANOTHER WEDGE.—This appears to be the age of 
‘‘wedges.” Some time ago the English Parliament proposed 
legislation to prohibit the trap-shooting of pigeons in Great 
Britain. This was at once recognized by astute newspaper 
scribes in this country as an entering wedge, which was to 
destroy field sports, disrupt society, and in the end cause the 
downfall of the American Republic. Then came the alarm- 
ing rumor that, in order to relieve a long suffering public 
from contimued infliction of angleworm jokes, the English- 
men were going to prohibit the use of worms as bait. That 
was the worm wedge, as dire in its results as the pigeon 
wedge. Now comes the dog wedge. It might be presumed 
that the second-sight, which detected the pigeon wedge and 
the phantom showman, might have seen as well the dog 
wedge; but as a matter of fact, the only journalist equal to 
the occasion appears to be the editor of the New York Times. 
In editorial comment on the Westminster Club’s non-sport- 
ing dog show, he says: ‘‘The Westminster Kennel Club will 
not succeed in persuading mankind that pointers and setters 
are not eligible to the very best canine society, or that the 
same taint of disrepute attaches to a sporting dog and to a 
sporting man.” The motives which the eagle-eyed editor of the 
Times ascribes to the club are unquestionably the correct ones. 
The Westminster members are clearly convicted of a covert 
attempt to ostracise sporting dogs. That means the sending 
of sportsmen to that limbo where they belong, the abolition 
of field sports, and—the final overthrow of the Republic. 
The pigeon wedge, the worm wedge, and the phantom show- 
man wedge are puny and ridiculous in comparison with the 
dog wedge. And the humiliating and utterly disheartening 
feature of the case is that the Westminster members are 
themselves field sportsmen, who own and use field dogs, and 
who might, therefore, be expected to conserve the interests 
of sportsmen instead of driving the wedge that is to destroy 
it. Who can tell what will be the next wedge? 


Hint For TuEspay.—Vote early and then go shooting. 
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A VOYAGE BETWEEN THE LAKES. 
BY D. D. BANTA, 
IV. 


Now welcome, Lake Keeuka! Hail to thee, 
Thou hill-hugged bosom of waters, hail! 
i —Coates-Kinney. 


. morning of the third day dawned cool and clear, 
and our travelers, after a hearty breakfast, resumed 
their voyage up the outlet. The littie boat was soon goin 
ata g rate of speed up the quiet and deep stream, an 
on rounding the second bend above their camp, a mother 
duck with her half-grown family was, unexpectedly to all 
concerned, come up with, when with a great fluttering and 
—r she made her way up stream, while her ducklings 
odged into safe hiding places, and all was stiil again. 

Searcely had the ripples set in motion by the mother duck 
died on the shore, when Brother Scott thought he saw a 
grouse, and they at once landed that he might go and shoot 
it. But his hunt was unsuccessful, and as he re-entered the 
boat, a descending canoe came into view. Its sole occupant 
was on his knees with body erect, and his steady strokes of 
the paddle sent his craft down stream at a speed the naviga- 
tors of the Wawa never dreamed of save in very swift water. 
A rifle, a blanket and a lantern stowed in the bow, war- 
ranted the Judge and Brother Scott in considering him pretty 
well equipped for night-hunting. 

Meeting him unexpectedly and in the wilderness they took 
more particular notice of his personal appearance than they 
otherwise would. His hair, cut short, was bristly and of a 
dull leaden color, while his chin tuft—the only beard he 
wore—was a tawny white. His sunken and corrugated 
cheeks had a leathery look, and his long, thin nose, was 
humped like a ‘‘hog brace,” and his light gray eyes gleamed 
from beneath a jutting and over-developed eyebrow. 

“Hello,” said the Judge as the fellow seemed inclined to 
pass on the further side without speaking, ‘‘Are you lost or 
are we?” 

‘1 don’t know whether you are or not, but I'll be blank 
blanked if I am,” he replied. 

“Well, I don’t think we are,” said the Jrdge, ‘‘but we 
were never here before. I suppose you live . :reabouts?” 

“‘Yes, down the river a mile below the outlet.” 

“Hm, you'll hardly be able to go all the way home by 
river,” suggested the Judge. 

And then there was an explosion. The man had a griev- 
ance and the Judge had unwittingly uncovered it, and now 
that the cover was off, the fellow poured forth such a torrent 
of abuse interlarded with such an array of unique and in- 
dictive maledictions leveled at the Chicago Lumber Company, 
the reported authors of the obstruction, as is seldom heard in 
places where men live, let alone in the wilderness. 

After the first burst of wrath began to subside he was 
asked several questions concerning the lakes and the country, 
all of which he answered willingly and intelligently, but 
when his questioners wanted to know something about deer 
shooting, eyeing the meanwhile his gun and lantern, he 
cauanel his invective against the rich lumber company that 
was trampling on the rights of the poor and then moved on. 

Our voyagers soon forgot the man and his grievance. The 
wrath and gloom that, like things of evil, had followed them 
at the beginning of their journey, had long since been left 
behind; and now, alive only to the sensations produced by the 
varied scenery about them and their spirits subdued by the 
drowsy influences of the morning, they journeyed slowly on. 
Brother Scott began softly humming to himself a familiar 
tune, and among the words that he ‘‘mumbled o’er,” the 
Judge heard: 








mestone slab. 




























































regretted that they had not kept on their original course. 


largest island in the lake, three-quarters of a mile distant, 


fined to a narrow belt on the south side of the lake 


like thunder!” 


northeast of the island. 

This island contained about seven acres. and like the other, 
was an outcropping of the Niagara limestone. It was cov- 
ered with timber common to the ccuntry, and had a lagoon 


although the wind had begun to blow in gusty puffs on the 
that landing in a short time. 


from the water’s edge, and between the two was a 


seen at a distance outlined 


the four sturdy sapling columns with the bark on that up 


green. Above the dvor was a diamond-shaped ornament, 
a varied assortment of battered cans and cracked crockery, 


“This is the way I long have sought 
And mourned because I found it not,” 


and he knew that Brother Scott was happy. 

At one place where water, sky, marsh grass, foliage, sun- 
shine and shadows combined to form a picture of exceptional 
beauty, they landed to get a photographic view, and while 
the Judge was busy with the camera, his companion found 
a raspberry patch, where the ripe red berries hung in such 
large and tempting clusters that, after the picture was 
taken, the finder led the way back to it and in spite of a 
nest of threatening ‘‘yellow jackets” close at hand, they 
gathered enough fruit to furnish their table the rest of the 
day. 

A short ren brought them to the entrance of a stream 
from the south side. This flowed from a small lake two 
miles to the south known as Mud Lake and reputed to be a 
great deer resort. From it the ‘canoeman of the morning 
had doubtless come. 

Right at the mouth of the streain the water was very deep, 
and a pele driven into the bottom signified that these fish 
were to be taken. Marcot had told them to stop there and 
try their luck fishing, but notwithstanding large numbers of 
fine-looking fish were to be seen through the clear waters, 
the spoons tendered them had no charms; and the travelers 
moved on. 

A half a mile further run, brought them into the Manis- 
tique Lake. In the throat of the outlet is deep water wbich 
all reports bespoke a noted fish pool, and the vanishing fins 
as the Wawa Hoated over the translucent tide, indicated that 
the reports were true. 

Our travelers were no less astonished than charmed with 
the beauty of the scene that opened before them, as they 
entered the lake and gave vent to their feelings in frequent 
exclamations of surprise. Manistique Lake lies in a lime- 
stone basin and its shores, numerously indented with alter- 
nating ‘‘points” and bays, are surrounded next the water- 
line with a narrow fringe, princivally of white cedars, which 
gives way on the rising ground to a dense growth of hem- 
lock, intermingled with beeches, maples and other deciduous 
trees. Its greatest length is almost six miles, being from east 

_to west. and its greatest width about four. Along the shores 
is to be seen a thin white line made by blocks of limestone 
cast up from the rock floor of the lake. This adds to the 
picturesque effect of the scene, but the most marked feature 
is the islands. Four of these rose from the bosom of the 
crystal waters—four apparently round islands, covered with 
emerald forests. 


pin, was a bird cage containing its twittering little bird, 


before her. There she was, a young dame in a neat gown, 


open at the throat, and Brother Scott’s trousers out behind. 
Instinctively the former felt for his open collar, and the lat- 
ter felt behind, while the dame, tossing her elastic curls, 
showed her pretty teeth, and disclosed her English origin by 
dropping her h’s. Handing them chairs they were soon 
seated, but scarcely was this done when a young man came 


knights was that he was the lord of the castle, but he soon 
gave them to understand that he was only the ‘‘nevvy” of 
the lord. The ‘‘nevvy” displayed a churlishness seldom 
met with in frontier life. The knights were charmed with 
the place and proposed camping there for the night, but he 
knew of no suitable place snort of ‘‘yan vander pint,” which 
wasamile away. Then the Judge asked himif he could 
buy some potatoes. 

‘Yes, how many do you want?” 

““A peck.” 

“A peck?” exclaimed the ‘‘nevvy,” with a dash of con- 
tempt in his tone. 

“Lord, man,” said the Judge, ‘“‘you don’t think we want 
to buy your entire crop, do you?” 

And the dame who was standing in the door shook her 
elastic curls and showed her pretty teeth and laughed a little 
laugh, as if she thought it all very funny. 

aking a hoe, the potato trader set out for the patch, in- 
viting one of the knights to follow him. The Judge by 
this time had managed to button his collar, and had carefully 
seen to it that his shirt was well thrust down beneath his 
waistband, and feeling quite comfortable he made no move- 
ment to follow; thereupon Brother Scott gave the Judge a 
you-go sort of look, but it was allin vain. The Judge was 
asking questions about the seasons on the lake, and the dame 
was protesting without the aid of h’s that she’ad lately come 
to the region, and her elastic curls were quivering and her 
pretty teeth gleaming and her bright eyes beaming. Brother 

The boatmen turned southward; they entered from the | Scott, seeing that he had to go, tacked off the porch rather 
west and ran a mile or more to a long point st out ;} awkwardly but nevertheless safely and got away. After 
from the west shore. This was not less than half mile long, | the potatoes were dug he went up the hill to where Hawbuck 
and half the distance it was not to exceeed an average width | was plowing a tract of stumpy ground with oxen, and the 
of twenty feet. Its sides were well rip-rapped with broken | two had a brief talk about the country and the ——. Mr. 
limestone rock, and from its backbone sprouted a bristly | H., it seemed, had lived about five years on the lake, but up 
hedge of dwarfed evergreens. On this rocky point they | to about a year ago had done nothing but trap. Every im- 
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a their dinners, eating off the smooth surface of a 
I 


From this vantage ground the west half of the north shore 
could be seen, together with the little clearings and some of 
the cabins of the six or seven settlers who have within the 
= three or four years moved in. All the south shore could 

seen except such parts as lay behind headlands, and not a 
cabin marred the view. One small clearing showed where 
an Indian had undertaken to make a ‘‘claim,” but had 
fainted by the way. To sail down this south and wilderness 
shore to the portage leading across to White Fish Lake, 
lying three-quarters of a mile south of the Manistique, was 
the purpose of our travelers; but a mile to the east of them 
lay the nearest island, and it looked so inviting that they at 
once turned their canoes to it. As they approached it they 
discovered a flock of ducks in its vicinity, and to reach these 
a. wide circuit was made and the island nearly circumnavi- 

ted. The ducks escaped, however, and the island was 
ound to be a long and rather narrow limestone outcrop, 
covered with popple saplings and fuzzy underbrush. Its 
beauty had vanished, and Brother Scott and his companion 


When ready to resume their journey, their ears were 
saluted with the sound of breakers among the rocks on the 
south side of the island, and on paddling around they were 
surprised to see the waters between the island and south 
shore lashed into fury by a sudden wind. One glance over 
the rough waters upset their purpose of going to the south 
shore just then, and turning northward the way to the 


was open and the water serene. As yet the wind was con- 





On reaching the large island they were met by a man who 
invited them to land, and was pleased to show them the 
choicest of the raspberries that grew in abundance on it, and 
otherwise contributed to their pleasure. He was a resident 
of some one of the railroad villages lying to the north, and 
had come to the Manistique Lake with his wife and another 
woman on a sort of vacation, and this day they were berry- 
ing on the island. He had found the time to hang heavily 
upon his hands, and pressed the Judge and Brother Scott to 
make their camp for a few days in the vicinity of his stop- 
ping place, assuring them that if they would do so he would 
paddle the boat for one of them to shine a deer. ‘‘I can’t 
shoot,” said he, ‘‘worth a blanked cent, but I can paddle 


The generous and rather unusual offer of the man was de- 
clined, and once more setting forth on their cruise, they 
made a wide detour eastward to escape the shallows on the 


in the center. It was a mile to Hawbuck’s landing, and 
nerth shore, as before on the south, the Wawa was driven to 


Hawbuck’s house stood on rising ground about fifty _—_ 
ower 

garden filled with pinks—pinks and nothing but pinks—of 
all colors and growing to perfection. The house itself when 
P against the somber furest, had ap- 

peared to be large and roomy, but a near view showed that 
it was the merest log cabin; still there had been an effort at 
adornment. There was a porch overlooking the lake, and 


held its clapboard roof, bad recently been painted a bottle 


carved witha pocket knife out of pine wood, which was 
likewise painted green. On the edge of the porch floor was 


all painted green, and improvised into flower pots, from 
which rose-moss, witch-in-the-green, touch-me-nots, bachelor- 
buttons, and other old-fashioned flowering plants were 
blooming, and by the side of the door, swinging to a wooden 


whose ancestors had originally come all the way from the 
Canary Islands. In response to a sturdy knock on one of 
the sturdy sapling columns of the porch, the mistress of the 
castle appeared and the wandering knights stood speechless 


bright-eyed and smiling, and with a head covered with a 
mass of quivering and carefully-kept brownish curls; while 
there they were, ragged and unkempt, the Judge’s collar 


in who wore tightly-fitting trousers, and boots with heels re- 
markably small for his feet. The first thought of the two 


[Ocr. 80, 1884. 



































provement at his place worthy of the name had been done 
within the past year; all before that was a blank. ‘He left 
the impression on my mind,” said Brother Scott that night, 
as at the camp-fire they talked over the incidents of the day, 
“‘that he is in his year one.” 

‘And so he is,” replied the Judge, ‘‘for the curly-headed 
English wife has been with him only sinee last spring.” 

‘‘How did he ever happen to get her?” asked Brother 
Scott, as if the Judge could know. 

But the Judge did know—at least undertook to tell the 
story—how H. five years before and the dame, then a miss 
in her teens, living with an uncle in New York, had been 
lovers, and how a fascinating dry goods clerk had come tem- 
porarily between them, and how he had fled the country and 
taken up his abode on this lake. For four years no word 
had been heard of him, and the English girl, broken down 
in health, was taken by her uncle to the Upper Peninsula to 
regain it, and who should turn up as guide and boatman 
over this very Manistique Lake but her old lover; and what 
else could they do but kiss and make up and go to house- 
keeping inthe old cabin. ‘‘It’s ‘the old, old story,’” con- 
cluded the Judge. 


“Love! Love! Old song that poet ever chanteth, 
Of which the listening world is never weary.” 


To the romantic tale as told, Brother Scott gave a listen- 
ing ear, and when it was through he said, ‘‘Yes, it might be. 
Every cabin along here doubtless has its romance, and the 
one you have woven from a very slender thread, or, what is 
more to the purpose, from no thread at all, is as likely to be 
true as any of them.” 

Our voyagers were encamped on the second headland from 
Hawbuck’s Landing. At the first they had found the cedar 
thicket practically impenetrable, but at the second was a 
good and accessible camping ground. Their little tent was 
soon set up in an open space, and boughs cut und a bed 
made. Over the coals the Judge broiled a pike they had 
hooked on their last run, and around a glowing hardwood 
fire they sat till a late hour, weaving romances and secing 
visions of flower gardens and elastic curls and Manistique 
beauties in the blinking coals. 


STONY ISLAND. 


- has come to be an accepted fact that the black bass is 

to be the main reliance of the every-day angler. The 
purl of that untainted stream where alone the brook trout 
will consent to dwell, has grown fainter and fainter upon 
the ear of careless or unappreciating men, until now it is 
substantially true that its sweet music and sweet waters, 
like many good and worthy things in life, are chiefly for 
the possessors of time and money. He, therefore, who 
makes known to the craft of anglers the sure dwelling place 
of — bass, confers a favor that will be sufficiently recog- 
nized. 

In the Forest AND STREAM of Oct. 2, ‘‘Podgers’’ relates 
his search for and finding the sportsman’s paradise about 
Cape Vincent on the St. Lawrence. Let me call the atten 
tion of your readers to a locality just this side of paradise, a 
cis-Podgersian paradise, as it were. 

Where the waters of the great lakes begin for the last time 
to gather themselves, and to feel the mighty traction of the 
sea along the channel of the St. Lawrence, and in the com- 
pany of others that serve to introduce you to the greater 
company of the Thousand Isles, lies Stony Island. It is. 
reached from Watertown inthe State of New York by a 
branch road to Sackett’s Harbor, and thence by the ete. Me 
Dayan, which runs Tuesdays and Thursday to the head of 
the island. It is between three and four miles long and one 
broad, and lies ten miles out in Lake Ontario. Its rocky 
foundations on the north rise to a headland barely respecta- 
hle. Elsewhere its low surface and sloping shores, converge 
into fine points that continue as reefs far out from water 
line. It has bays and shallows which are the homes of 
countless black bass. 

Ten families have eked a living for years from its thin soil ° 
and fat fishing. Sportsmen have lately furnished to some a 
substantial aid to their resources, and with the growing fame 
of the island for fishing must come their best harvest. July 
and August are its proper season, May and September, on 
the island, have hints in their atmosphere of winter, that 
are somewhat rough and forbidding for the proverbially 
gentle angler. ‘‘Benoits” is the name of a family at ‘ the 
Head,” who, in an every-day sort of a house and outlying 
cottages, minister to the wants of fishermen in the way of 
beds and food. They can find boats and boatmen for appli- 
cants. Prices are low. 

Many atime while in camp on the island has the writer 
stretched himself upon the beach of a summer night and 
with delight and sweet forgetfulness watched the moon ride 
through the southern sky, touching, with its silvery sheen, 
the white crests of the waves that break upon the rocks and 
sand. There has he easily imagined the warm south wind, 
rustling the leaves of beach and maple on the shore and 
laden with the cool moisture of the great water, to be the 
air of a tropical clime, whose night it was. How softly 
breathed the wind, how the light of the stars and of that 
greater luminary mellowed the darkness tar out on the lake, 
disclosing now and then the white sails of some tacking 
schooner. 

Neighboring Calf Island (romantic name) on such a night, 
with its encircling line of breakers, with its low shores and 
flat surface, with its slim-trunked elms, whose branches 
spread in a thick-leaved crown, looks for all the world like 
some ‘‘pleasant isle of Avés beside the Spanish Main.” If 
all time were like such nights who would not be a lotos 
eater on yonder island, 


‘*To watch the crisping ripples on the beach 
And tender curving lines of creamy spray, 
To lend our hearts and spirits wholly 
To the influence of mild-minded melancholy.” 


Had the writer the confidence to believe that it would be 
of interest sufficient for the valuable pages of Fcrest aND 
STREAM he might recite how on a fine day in August he took 
ship—a small yacht- at the port of Oswego, and with two 
other wise men, two boys and a sailor, slid away over the 
blue waters thirty miles in five hours to ‘“‘Stony;” how he 
went to bed at Benoit’s and was awakened from his sleep of 
innocence by being rasped with a long pole thrust in from 
out of doors by a facetious compagnon de voyage, who thought 
this business a necessary preliminary to imparting the infor- 
mation that the wind had chopped about, and that our craft 
must sail away to “‘the Foot” (of the island) or go aground; 
how we sailed away and barely escaped beaching the Idler 
at the Foot; how we camped for three delightful nights and 
days under rainy and starry skies in a ragged lean-to on the 
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stones of the beach with boat cushions for mattress and pil- 
low; how we fished and caught many, but no large ones 
until the last day, when the writer held three 3-pounders 
with his 9-ounce rod at one time and saved two; how we 
offended an auburn-headed denizen of the isle; how we were 
necessitated to take ship with ungraceful alacrity by reason 
of the coming up of the first fair wind for three days that 
did not blow a gale; how we headed for home and were 
forced away along the eastern shore of the lake, and at dusk, 
beneath a threatening sky and heavy wind, ran in at Big 
Sandy Bay across a booming bar in time to escape a summer 
hurricane that might have ended our promising lives thus 
ignobly; how we found that we had entered into the shel- 
tering arms of the Life-saving Station (No. 1 Ninth District) 
pefore we knew it; how we lay that night between white 
sheets; how we took ship again at cock crowing, beat seven 
miles to windward against beavy sea until tired of wrestling 
longer, Holo et Neptuno adverso, we put about, ran before 
the wind and sought again the haven of the station; how we 
tacked across country by slow conveyance and took rail for 
home. 

Near by Stony Island lie others—Calf and Gallon islands. 
Far away on the western horizon are the Duck Islands, the 
true and the ‘‘false ducks.” Bass can be taken in abundance 
on any of their shores. To the east, off the shores of the 
mainland, in Henderson Harbor and about Six Town Point, 
are famous fishing grounds. It is safe to direct fishermen to 
this vicinity. It is surer ground than the widely-known 
Thousand Islands and of smaller compass. 

Gro. T. CLARK. 
OcTOBER 20, 1884. 


FLORIDA AGAIN--IV. 


‘EVIL FISH.—In my previous remarks I ey | re- 
ferred to a few of the more attractive fish of the State; 
those who can enjoy the capture of large ones, I would 
recommend to provide themselves with a lilly iron (harpoon), 
100 yards of half inch braided sash cord, and one or two 
lances similar to those used by whalemen. In the gulf off 
Sarasota Bay and more especially Charlotte Harbor, devil 
fish (Manta birostris) from fifteen to twenty feet in width, 
will be seen cruising or sporting on the surface. If caution 
is exercised they can be approached and harpooned. If 
harpooned, the performance will commence, and a cheap 
tow secured. After the fish is somewhat exhausted he can 
be hauled in and bled with a spear or ballasted with rifle 
balls or buckshot. I have not tried the experiment, but I am 
of the opinion that an explosive bullet would derange the 
internal machinery of a devil fish and hasten his capture. 
Last winter a number of gentlemen visited Punta Rassa, and 
being provided with a lilly iron (harpoon), they chartered 
the small steamer Spitfire and went devil fishing. The 
harpoon line was fastened to the bits forward, and a lusty 
representative of the colored persuasion was installed har- 
pooner. The steamer was slowed down, a devil fish ap- 
proached, and the iron was driven home. Before headway 
could be obtained on the boat, the fish started, the line tight- 
ened, and if it had not parted, the bits would have been 
pulled out. When harpooned, these fish are apt to takea 
trip seaward. As the coast is very shallow, the ten fathom 
line being about forty miles from shore, and as the gulf is as 
a rule as calm and smooth as a mill-pond, the ardent fisher- 
man would enjoy atow in a twenty or twenty-five foot 
decked boat, provided there was a supply of food and water 
on board. 

SHARKS.—Blue, white, man-eater, sharp-nosed, hammer- 
headed and shovel-nosed sharks haunt the waters in endless 
numbers in the channels, inlets and passes; and if heavy 
fishing is desired, it can be enjoyed ad libitum. A shark 
from ten to fifieen feet in length is a difficult antagonist to 
manage. The shark fisher should firmly plant in the sand 
on the beach a four or six-inch snubbing post. A large hook 
should be baited with a fresh fish, or, what is better, a fish 
or bait that is somewhat tainted. With a boat the hook 
should be carried twenty or fifty yards from shore and 
thrown overboard. Very soon a bite will be felt, and if the 
visitor is rewarded with a lusty yank, the performance will 
commence and the utility of the snubbing-post discovered. 
When fishing from a boat I use a six-pound powder can for 
a float, attaching it to the line a few feet above the hook. 
The can proves a valuable addition, for it makes a service- 
able float and materially retards the movements of a captive. 

Jew Fiso.—Another fish worthy of the notice of the ath- 
letic fishermen is the jew fish (Hpinephelus nigritus). They 
are occasionally captured weighing four hundred pounds, 
and in form and color resemble a black bass. They frequent 
deep holes and docks, and can be captured witb a strong 
line, Jarge hook and mullet bait. These fish are not plenti- 
ful, and if the fisherman is anxious to try conclusions with 
them, he should institute inquiries of residents regarding 
their haunts. 

Sawrisu.—The devotee of exciting sport should engage 
in the capture of sawfish (Pristis pectinatus). At times they 
will take a mullet bait, but a harpoon or grains should be 
used for their capture. They can be found in most of the 
bays, but in great numbers in Kettle Harbor, Esturo Bay, 
and in the bayou one mile above Punta Rassa. By using a 
suitable _ (fishspear) they can be grained without diffi- 
culty. The line used should be at least fifty yards in length 
and of the size of a small clothes line. It should be firmly 
attached to the shank of the grains, and two half hitches 
made on the staff near its lower end; allowing sufficient slack 
line between the two lashings to allow the staff to slip from 
the socket when a fish is struck. Two additional close 
hitches should be made around the staff near its upper end. 
When a fish is struck, traction on the line displaces the 
staff from the socket, and as a consequence the wood presents 
but little resistance to the movements of a fish. If a large 
sawfish is struck, the boat should be rowed to the shore, for it 
will be found more pleasant to dispatch a sawfish on the 

beach than by the side of a boat. In fact it is not agreeable 
to have a four-foot saw prodding about, more especially 
when the propelling power is active, and will weigh from 
400 to 600 pounds. 

From my experience with grains, I am of the opinion that 
they are made for sale and not for service. It is possible 
that some manufacturers may construct them of good steel 
and with a proper temper, but I have failed to find a satis- 
factory one, and I have tested numbers, *To obtain a relia- 
ble and useful implement, the fisherman should employ a 
blacksmith or gunsmith, who is accustomed to work and 
temper steel, and have a five-tined grains constructed. The 
nes and socket should be made heavier than in those sold 
at the tackle stores. The last ready-made one I used was 
sold by a leading tackle house in New York. I was fishing 
for large channel bass, and had several taken from the side 
of the boat by large sharks. Watching my opportunity, I 
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plunged the grains into the next visitor, and in an instant it 
was minus three of its tines. Such an accident is liable to 
ruffle the fisherman’s temper. Becoming disgusted with 
ready-made grains, I employed a shipsmith, and he made me 
a tool that has ‘‘stood the racket.” In fishing in Northern 
water the loss of au implement is of but little importance, 
for it can be easily replaced. But when the sportsman takes 
a Florida trip he should be provided with tools that will not 
break. The breaking of a rod, grains or gaff, may seriously 
interfere with the results of a fishing trip—more especially 
when the sportsman is beyond the reach of blacksmiths and 
rod menders. 

I have simply and briefly referred to some of the more 
common game fish of Florida, and of the many not referred 
to I shall merely give the names of a few: 

Mudfish— Ama caloa. 

Green pike—Hsox americanus. 

Barracuda—Sphyrena picuda. 

Bonito—Sarda mediteranea. 

Yellowtail—Chloroscombrus chrysurus. 

Warmouth—Chenobrytus gulosus. 

Spotted bream—Lepomis punctatus. 

Blue bream— Lepomis palidus. 

Blackfish—Serranus atrarius. 

Black grouper— 7 risotropis brunneus. 

Buller fish—Bodeanus punctatus. 

Gray snapper—Lutjanus caais. 

Sailors’ choice—Pomadasys fulvomaculatus. 

Grunts— Diabasis elegans. 

Porgy—Sparus crysops. 

Drum— Pogonius chromis. 

Yellowtail—Sciwna chrysura. 

Croaker— Mieropogon undulatus, 

Whiting— Ventocirrus alburnus. 

Angel tish—Chetodipterus faber. 

Flounder—Paralychthys dentatus. 

That accomplished writer and experienced angler, Mr. S. 
C. Clarke, remarks: ‘‘Nowhere in our broad country can 
the angler find a greater quantity of game, or more or better 
sport, than on the coasts of Florida. In an experience of 
more than fifty years as an angler, reaching from Canada to 
Florida and from Massachusetts to Colorado, the writer has 
found no region where fish are so abundant as on this [east] 
coast.” Of the fishing on the east coast, with the exception 
of that at the moutk of the St. John’s River, St. Augustine 
and the Halifax River, I have no personal knowledge. My 
experience has been on the southwest coast, from Key West 
to Cedar Keys; and I can unhesitatingly assert that at most 
points the water teems with fish in endless variety. For 
over fifty years I have wielded the rod, and have fished from 
the head of Lake Superior to the Gulf, and in my humble 
opinion no section of the United States presents as many 
attractions to the hand-liner or rodster as Florida. 

TackLE.—Northern fishing tackle houses advertise a 
‘Florida fit-out,” and it is possible that the advertisers may 
have experience in our fishing, and be competent to deter- 
mine what is required; but I regret to say that from what I 
have seen of these ‘‘fit-outs” they are based on theory and 
not on practical experience. Hence I shall take the liberty 
of tendering advice based on a long and varied experience in 
Florida fishing. 

Rops.—Jn limine I would earnestly advise the visitor to 
Florida to let alone severely the abortion known as a trunk 
rod, for such an implement is unfit for any practical pur- 
pose. For Florida fishing the angler should be supplied 
with at least three rods. For our large fish a stout and 
strong bass rod, from 8 to 9 feet long, is a necessity. Bass 
rods, as generally constructed, have the second joint made 
of ash, and as a rule it fractures at the upper ferrule. A 
three-jointed rod is portable, but the greater the number of 
joints the weaker the rod and the greater the liability to 
fracture. I would advise the fisherman to supply himself 
with a two-joint bass rod, made of split bamboo, bethabara, 
greenheart, lancewood, Japanese cane or bamboo. First 
joint, 2 feet 2 inches, and the second joint 6 feet 4 inches, 
with banded ferrule and arched guides. I have used 
with great satisfaction a split bamboo rod, 8 feet 4 inches 
long, two joints, weight 25 ounces. The best rod that 
I have thus far used for heavy fishing was a rod made 
for me for tarpon fishing by B. F. Nicholls, of Boston. It 
consists of two joints, the first of lancewood and the second 
split bamboo. Although very powerful, this rod possesses 
sufficient elasticity. The prime consideration for heavy 
fishing in tuis State should be a powerful rod. When fish- 
ing for bass and grouper, a shark or ray may be hooked, and 
unless the rod possesses strength combined with elasticity, 
rod or tackle will be destroyed. To successfully play a large 
channel bass or cavalleo in a rapid tideway, a proper rod is a 
necessity. 

In this connection I must enter my protest against the 
common arrangement of solid reel-seats and reel-bands. 
The pocket of the reel-seat and the fixed band are usually 
placed ;toward the but. In playing a heavy fish for a length 
of time, the reel-band (when above the seat) is liable to work 
loose and an embarrassing condition arises. The pocket of 
the reel-seat and the fixed reel-band should be placed at 
upper portion of reel-seat and displacement of reel obviated. 
I speak out in meeting, for I have found myself in trouble 
by displacement of reel. 

Fry-Rops.—To the fly-fisher Florida presents unequalled 
attractions, both for number and size of fish that will take 
the fly. As yet fly-fishing in the State is in its infancy, but 
it has been ascertained that fourteen distinct species of fish 
will take the feathery lure, and they are not mere finger- 
lings, but game fish of proportions that will test the art and 
tackle of rodsters. Fishermen visiting Florida sbould leave 
their five and six-ounce rods at home and provid~ “hemselves 
with a ten or, what is better, a twelve-ounce rod twelve feet 
long. A ravallia, cavalleo or channel bass weighing from 
twelve to twenty pounds will test the strength of even a 
twelve-foot rod. I am prepared to admit that a large fish 
can be finished on an eight-ounce rod and will answer a good 
Pp when fish are few and far between, but when fish 
are plentiful the fisherman is not disposed to devote an hour 
or more to the capture of an eight or ten-pounder. If the 
fisherman uses an eight-ounce rod and hooksa ravallia, he 
will agree with the Rev. Mr. Prime that a twelve-ounce or 
even a _— rod would not prove objectionable. To the 
expert I would say, provide a split bamboo, but if too ex- 
pensive, a bethabara, lancewood, or greenheart rod. I own 
a a ee ——— and I a found it 
very useful. i ass flies will answer a purpose, 
but the fly-fisher had better lay in an assortment of rather 
gaudy flies mounted on large-sized and strong hooks, and it 
would be found advantageous to have some of his flies 
mounted on fine steel wire, as ravallia and other fish are apt 
to cut a gut snood. One suceessfui fly-fisher made his owm 
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flies and in a simple manner, He made the body of ordinary 
embroidery worsted, and wings from the feathers of the red 
bird, bluebird, bluejay and white crane. Florida fish have 
not been educated, and will seize anything that moves, be it 
a bass fly, coachman, hackle, or a home-made bug unlike 
anything that exists in air or water. - As yet but little prac- 
tical information has been gleaned with regard to the most 
suitable flies for Florida fishing, and there is a wide field for 
experiment. For the benefit of the lovers of the angle, those 
who visit this State should publish their experience. 

Lieut Bass Rops.—A Henshall rod will afford the expert 
much amusement in the way of capturing black bass, sea 
trout and medium-sized crevalli and channel bass. In time 
an adept may wind up the energies of a large sized channel 
bass or ravallia, but when the feat is accomplished the fisher- 
man will be disposed to have a pull at his meerschaum. In 
the hands of Dr. Henshall these rods can accomplish 
wonders, but it is questionable if they will ever become 
popular for Florida fishing. I own a split bamboo Henshall 
rod, but I look upon it as a ‘‘thing of beauty and a joy for- 
ever.” The Henshall rod is a beautiful toy, and well 
adapted to the capture of small fry, but not suitable for land- 
ing heavy fish. In conclusion I would advise the fisherman 
to supply himself with a heavy and strong sea bass rod, a 
light bass rod, and a 12-ounce 12-foot fly-rod. The two first 
be made of two joints, the first joint short and the second 
ong. 

ReELs.—For Florida fishing the fisherman should provide 
himself with a lurge plain brass multiplying reel, carrying 
200 yards of 18-thread Cuttyhunk line. A reel with steel 
pivots should be avoided, for the metal is liable to be injured 
by salt water. For show, and where fish are few and far 
between, an expensive reel will pass muster, but for Florida 
fishing a useful eee is required and one that will 
stand rough usage. For light fishing a bass reel without 
ctick (costing $4.50) will be found very efficient. This reel 
will receive 100 yards of 9-thread Cuttyhunk line. For fly- 
fishing I use reel No. 1, costing $38 50. 

As generally constructed, the spools of reels are too wide, 
and if the line is long, and the thumb of the left hand rot 
freely used in distributing the line as it is recovered, it is apt 
to override, foul the pillars and stop the performance. When 
engaged in playing a heavy and active fish the angler has 
enough to attend to without thumbing and distributing the 
line. What is required for Florida fishing is a plain, strong 
and cheap multiplying reel; the spool not to exceed one inch 
and a half in width,.and of sufficient depth to carry 200 
yards of 18-thread Cuttyhunk line. A small increase in 
diameter would compensate for loss of width, and the addi- 
tional weight would not be very objectionable. I never 
could understand why the handles of reels are made round, 
unless it is to tire the muscles of the thumb and two fingers, 
and to favor the slipping of the handle from the grip of the 
fisherman. For the capture of small fry, say up to fifteen 
pounds, a firm hold can be retained of a round handle, but 
let the fisherman try conclusions with an active 40-pounder 
in arapid tideway, and he will appreciate the fact that a 
reel-handle should not be too round nor tooshort. To retain 
an easy and a firm hold of a reel-hundle it should be made 
square, and of sufficient length and thickness. If any of 
your readers ever had a reel-handle to slip from their fingers 
when playing a heavy fish, and received a whack over their 
knuckles, they will support my position and advocate a 
square-handled reel. I had better end my criticisms and 
suggestions or your readers will denounce me as a chronic 
grumbler. AL FREsco. 


JACKSONVILLE, Fla. 


Aatuyal History. 


PLANTS AND ANIMALS. 


THE DIFFERENCE BETWEEN THEM. 


hae student of nature has to deal with some problems 

which seem to become more difficult of solution as the 
amount of knowledge bearing upon them is increased, or he 
may find, as frequently happens, that increased knowledge 
serves to show the incorrectness of a solution already arrived 
at. Both these statements may be made concerning the 
problem of drawing the line between the vegetable and 
animal kingdoms. A century ago this was thought to be a 
very easy matter, and all the living organisms known in that 
day were given a place in the one kingdom or the other, 
with very little doubt as to the correctness of the classitica- 
tion. But later observers have found that the standards of 
classification used by their predecessors were in some cases 
wrong, and quite a number of organisms relegated by them 
to one kingdom are now known by more scientific standards 
to belong to the other. But while the naturalists of to-day 
have thus shown the errors of those who lived before them, 
they have by no means been able to solve the problem for 
themselves. The difficulties have become greater and greater, 
as, by the aid of better instruments of discovery and obser- 
vation, new organisms have been brought to jight. Indeed, 
it has been proposed by one of our ablest zoologists to form 
an intermediate kingdom in which may be placed all organ- 
isms of a doubtful character. 

To a casual observer it might seem remarkable that this 
should be so difficult a matter. And it is true that, in the 
case of the higher members of the two kingdoms, it is very 
easy to point out their differences. Take a horse and a tree, 
for example. One would hardly think of making a compar- 
ison between them, they are so,unlike. In size and form, 
the first characteristics to strike the eye, there is no resem- 
blance whatever. It might next be observed that the one 
moves about at will, has the power of locomotion, while the 
other remains fixed in one place. Then the horse is pos- 
sessed with the organs of sense—can see, hear, feel, taste 
and smell, and has the power of performing other functions 
connected with the possession of a nervous system, thinking, 
remembering, etc.—while the tree is incapable of perform- 
ing any of these functions. Again, the animal is provided 
with an internal cavity for the reception and digestion of 








.solid food, while the food of the plant is wholly fluid or 


gaseous, and is not received into an internal cavity. These 
are differences which are apparent to the most casual ob- 
server. 

There are others which might be enumerated, such as 
differences in the chemical constituents of their bodies, 
differences iz the foods by which they are nourished, etc., 
but these we may pass as being beyond the reach of easy ob- 
servation. But when we descend to the lower forms of life 
we cannot separate them by any of these distinctions. In 
the matter of size and form we find that many of the lower 
plants, either in the earlier stages ef their existenes er whch 
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grown up, are exactly similar in these respects to some of 
Some of the infusorians, for example, 
that is animals produced by placing some animal or vege 
table substance in water and allowing it to stand for a day or 
two, -— closely resemble some of the plants in the class 

he yeast plant is exactly like some of the forms of 
Bacteria in having a simple globular shape. Then there are 
many animals so plant-like in appearance as to be always 
This is the case with 
many of the hydrods which are often gathered and pressed as 


the lower animals. 


Alge. 


popularly regarded as vegetables. 


sea mosses by seaside visitors. 


As regards the power of locomotion, the microscope has 
shown that it is by no means confined to the animal king- 
dom. Before the invention of this instrument no instances 
of voluntary movements were known in plants except the 
well-known facts that flowers open to the sun and close at 
the approach of night, that the leaves of sensitive plants 
droop when irritated, and a few other phenomena of like 
nature; but now we know of many pjants which have the 
powcr, cither when young or throughout life, of making 
movements apparently as voluntary and independent as 
In most cases these 
movements are brought about by means of little vibrating 
chairs, called cilia, with which the whole or a part of the 
The protococcus, a plant 
which may commonly be found in the mud that collects in 
roof-gutters, in one stage of its existence possesses this kind 
On the other hand there are many animals 
which do not have the power of locomotion, but spend their 
This is the case with the 
corals and sea anemones, the latter often being spoken of as 
Thus it is seen that no absolute distinction 
can be drawn between animals and plants on the ground of 


those exhibited by the lower animals. 
surface of the body is furnished. 


of motile power. 
lives fixed to some solid object. 
*‘sea flowers.” 


the presence or absence of independent locomotive power. 


The presence of a nervous system cannot be made a basis 
of division, for very many of the lower animals are entirely 
And we have no reason for believ- 
ing that these creatures, being unprovided with a central 
nervous system, are possessed with any of the five senses, 
It does seem, indeed, that they have a 
sense of touch, for they seem to be conscious of contact with 
other bodies, and the fact that they are able to distinguish 
between substances which are fit for food and those which 
are not, might argue the presence of something like a sense 
3ut at all events, to the best of our knowledge 
they do not possess sense organs of a nature at all similar to 
those of the higher animals, and whatever reasons we have 
for believing them capable of touch or taste apply to some 


devoid of nerve tissue. 


seeing, hearing, etc. 


of taste. 


plants equally as well. 


Neither does the possession of a body cavity form a divid- 
ing line between the two kingdoms, for many of the lower 
animals have no internal cavity and take in their food by sur- 


face organs just as plants do. 


Thus we see that none of those differences so readily ob- 
served between the higher plants and animals serve as a 


means of separating the lower forms. 


There are some other tests of a more delicate character 
If we examine 
plants and animals as to their chemical composition, we shall 
find that there are some decided though not universal differ- 
As a general rule, plants exbibit a decided predomin- 
ance of what are known to chemists as ‘‘ternary compounds,” 


than the above, but quite as interesting. 


ences, 


that is, “compounds composed of three elements, carbon, 
hydrogen and oxygen. 
fourth element, nitrogen, is present. C 
both nitrogenous and non-nitrogenous compounds are found, 


and it is only in the proportion that these bear to one another 
The most characteristic of 
all compounds in plants is the one known as cellulose, a sub- 
In general, the presence of an 
external covering of cellulose in any organism raises a strong 
Still cellulose 1s not 
The outer covering of the so-called sea- 
squirts (7wnieata) contains a large quantity of cellulose, and 


that animals differ from plants. 
stance very similar to starch. 


presumption as to its vegetable nature. 
confined to plants, 


it has lately been found to be present in other Jower forms. 


Another highly characteristic vegetable product is chloro- 
This was fora 
long time thought to be a certain test, but like the others 
On the 
one hand the Hydra viridis, an undoubted animal, contains 


phyll, the green coloring matter of plants. 
- there are a few cases in which it does not apply. 


chlorophyll, and on the other hand the yeast plant is devoid 
of it. 


The test which, upon the whole, is the best means of de- 


termining whether a living organism is a plant or an animal 
is the nature of their food, and the products which are 
formed out of the food within the body. Plants subsist 
entirely upon dead or inorganic substances, such as water, 
carbonic acid and ammonia; and they have the power of 
making out of these true organic substances, such as starch, 
cellulose, sugar, etc. Plants, therefore, take as food very 
simple bodies and manufacture them into much more com- 
plex substances. Inthe process of digestion they break up 
carbonic acid into the two elements of which it is composed, 
carbon and oxygen, keeping the carbon and setting free the 
oxygen. Animals, on the other hand, have no power of 
living on dead or inorganic substances; they have no power 
of converting them into the complex organic substances of 
which their bodies are composed. On the contrary, they 
require to be supplied with ready-made organic compounds 
if their life is to be sustained. These they get in the first 
place from plants, and therefore animals are dependent upon 

lants for food, either directly or indirectly. Animals, there- 
ore, differ from plants in requiring as food complex organic 
bodies which, in digestion, they reduce to very much simpler 
inorganic bodies. While plants, theu, are the great manu- 
facturers in nature, animals are the great consumers. 
Another distinction arising from the nature of their food is, 
that while plants decompose carbonic acid, keeping the car- 
bon and setting free the oxygen, animals absorb oxygen and 
give out carbonic acid, so that their reaction upon the 
atmosphere is the reverse of that of plants. 

it was long thought that these distinctions with reference 
to the nature of their food were sufficient to separate the two 
kingdoms; but it is now known that these rules, like all the 
others, have some exceptions. There are some fungi which, 
in the matter of food, are animals; that is to say, they cannot 
live upon inorganic materials alone, but require ready-made 
organic products for their support. Again, recent discov- 
eries have rendered it not unlikely that some of the lower 
animals have the power of acting as plants and of manufac- 
turing organic compounds out of inorganic materials. 

The present status of the question may be defined as fol- 
lows: No perfect rule is known by which animals can be 
separated from plants, and all recent discoveries point to the 
conclusion that there is no dividing line between the two 
kingdoms, but that they merge into each other. 

Jouns Hopxrs UNIVERSITY, Oct. 16, 1884. 








In animals, on the other hand, the 
Still, in both kingdoms 































































THE PANTHER. 


BY CHANDLEY L. PHELPS. 


high and weighed 150 pounds. 
peculiarities of the cat family. 


ful an animal. 
birds, and will even eat the porcupine, quills and all. 
found the quills in the stomach of several. 
and springs upon its prey, but will not follow it. 


the snow for a deer and jumped over it. 


way and the deer the other. 


were hunting deer for the market. 
snow, and when they got a lot of deer, they would tie them 
to a rope and hitch a horse to one end and draw them out. 
One afternoon they killed two panther cubs and drew them 
out with the deer. The next morning Sam Dunnigan was 
going along the trail with his snow shoes on the end of his 
gun when, as he turned to go around the roots of a tree that 
had been overturned and stood in the way, he saw the mother 
of the cubs crouched, as he supposed ready to spring on 
him; he brought his gun over his shoulder and shot her 
through the head. Whether she would have attacked him 
or was only following the scent of the cubs I don’t know. I 
do not believe that the panther has any cry, and Jack Shep- 
pard, Sam Dunnigan, Ed. Arnold and all the other panther 
hunters that I have consulted, areof the same opinion. What 
is supposed to be a panther is undoubtedly a species of owl. 

The first time I ever shot a panther I was quite a young 
man. Luther Wright and I were going to Gull Lake, Her- 
kimer county, after deer, and after we had passed Bear 
Creek we came across the track of a panther, As we had 
never hunted this animal, we went back and got provisions 
to last usa week. After following the trail two hours we 
found where it had stopped. A little while after this, 
Wright and a man who kept the sawmill at Bear Creek, who 
were ahead, asked me if I could see anything of the trail. I 
was standing at one end of a fallen tree and they were near 
the roots. I saw there was no trail ahead, and made up my 
mind that the panther was under the roots of the tree. 

Just then two dogs that Wright was leading broke away 
and dived under the tree, and the panther pusiic”’ his way up 
through the snow not more than six feet from me. 1 had 
the lock of my gun tied up in a handkerchief, and before I 
could untie it I made for him, and with me adog. He 
showed his teeth and gave two or three jumps, the last one 
nearly twenty-five feet, and landed in a spruce tree about 
eight feet from the ground. He went up the tree ten feet ata 
jump until he got to the very top; then he swung himself 
around on a limb that bent down under his weight, and 
faced us with a growl. I fired, but just grazed the top of his 
head. I shot again and struck his throat, and down he 
came. As soon as he struck the ground the dogs took hold 
of him, but although they worked some time, they never 
made a mark on his hide. The skin of a panther is as 
tough as sole leather. 

When we were running the flow line for the Woodhull reser- 
voirin Herkimer county, we came across a deer that had just 
been killed by a panther, 1 think we drove him away as we 
came up. We set the dogs on the track and after a while 
got to the high ground on the east side of the lake. The 
panther went down tbe face of the rocks but the dogs soon 
caught up and drove him into a tree. I shot him in the 
throat and it seemed to make him crazy, he jumped from 
one side of the tree to the other, and the roots being near 
the surface, the ground would heave for two rods each side 
of the tree; after a while he made a false step and down he 
came. Although most all of the blood was out of him he 
was too much for the dogs and stuck his claw into the side 
of a big dog and tore the hide away from his body. The 
space became filled with air and he was the worst looking 
dog I ever saw. 

have eaten the meat of a panther—it is as white as 
chicken and very good. 

THE ADIRONDACKS. 


Moose IN THE ADrRONDACKsS.—In an interesting article 
entitled “‘The Moose,” which appeared in the last issue of 
FOREST AND STREAM (page 245), Mr. Charles L. Phelps says: 
‘*The last moose ever seen or heard of in John Brown’s Tract 
I led out of the woods.” He then goes on to state that the 
event took place in February, 1855. Now, one Ed. Arnold, 
a well-known Brown’s Tract guide, says that he killed a 
moose at Nick’s Lake in July, 1856, and in the following 
spring a man named Baker killed another in the same 
vicinity. Subsequent to this the Hon. Horatio Seymour, 
ex-Governor of New York State, killed a huge bull moose 
in the forest north of Joc’s Lake. Its head and horns may 
now be seen at his farm in Deerfield, New York. Alva 
Dunning says that he shot several moose near West Canada 
Creek about the year 1860. The last moose killed in the 
Adirondacks, concerning which I have been able to secure 
positive data, was shot on the east inlet of Raquette Lake 
in August, 1861, by Palmer, of Long Lake. (For additional 
details see my ‘‘Mammals of the Adirondacks,” pp. 138-143.) 
Mr. Phelps further states that the moose of this wilderness 
‘‘were not killed off, but went away to Canada and Maine.” 
Proof of this assertion would doubtless interest many of 
= readers.—C. Hart MerRRr1AM (Locust Grove, N. Y., 

ct. 25). 


ARIZONA QUAIL IN CONFINEMENT.—Toledo, Obio, Oct. 
23.—LEditor Forest and Stream: On the evening of the 21st 
I received from ‘‘Adios,” at Tucson, Arizona, a basket con- 
taining two pairs of the beautiful Arizona quail (Lophoriya 
gambellt). Although some five days on the way, all four 
seemed bright and well on their arrival, and are rapidly be- 
coming acquainted with a new out-door coop, 12x34 feet, in 
which they were placed yesterday. My chief concern is in 
getting them through the winter, and if any one has had 
experience with them in this latitude, I hope he will give us 
the benefit of his experience through FoREsT AND STREAM. 
The birds are in fine plumage. Any suggestions on winter- 
ing thankfully received.—J. B. B. 





Deer hunters should read Judge J. D. Caton’s ‘“‘Antelope and Deer 
of America.’”’ For sal¢ at this office. Price $2.50.—Adv. 













yaa all of the panthers have been driven out of 
a New York, but at one time they were quite plenty. 
The largest one I ever saw was 44 feet long, about 24 feet 
The panther shows all the 
A small dog will drive it up 
a tree and will follow it just as readily as a common cat, 
while dogs hesitate to follow a bear, which is not as power- 
The panther springs on other — 

ave 


It lies in wait 
I have 
seen the place where a panther made a jump of thirty feet in 
The tracks showed 
that the panther made no attempt to follow, but went one 


Thave never known of a panther attacking a man; the 
only instance I have heard of in which they showed fight 
was when Sam Dunnigan, Rube Howard and Ed. Arnold 
They had a trail in the 





Game Bag and Gun. 


ROD AND GUN IN WEST TEXAS—II. 


A TRUMPET blast would hardly have created more ex- 
\ citement than did the ‘‘honk, honk” of three wild 
geese, flying low and wearily right in the midst of us. The 
two or three early risers who were saddling horses involun- 
tarily threw up imaginary guns, and taking quick, imagin- 
ary aim, contented themselves with imaginary geese. I don’t 
know how it is, or why it is, but when one sees the best 
shots and opportunities for fine game, one never has a gun; 
perhaps it is nature protecting her own. I love to sit and 
watch the graceful flying of a wild goose, or a flock of wild 
geese, and to wonder where it came from, how it came and 
what it saw in coming. 

The geese are with us the harbingers of winter, and noth- 
ing in the way of ‘‘signs” tells the Texas sportsman that 
winter is coming more surely than the wild goose. True to 
its forerunner, the first norther came up yesterday and biew 
cold. The coolness makes the hunting fine, and has a good 
deal to do with making the game Pe. Thousands of 
ducks come after each norther, and if it gets warm, the 
next day fly away somewhere to return again with the 
wind from the north. Our ducks are, so far, nearly 
all teal, the mallards not having come as yet, although 
I fancied that I have seen a few mallards, and I have 
seen a few of a specimen that unfortunately I am 
unacquainted with, nor have I ever seen it here before. 
It was of the shape of a teal, with perhaps a little 





difference in length of body; its coloration differed essen-- 


tially from that of any duck I have heretofore observed. 
Head and neck black, breast a dark gray mixed with clear 
white, and principal difference of all, a mixture of clear 
white and black feathers in the wings. It was some well- 
known species, no doubt, but it was a poser for me, and | 
tried to get aspecimen. I tried for an hour and a half, but 
all my strategy was of no avail. Perhaps it is just as well, 
for I have had several experiences of this kind. One time 
out in California,I was having some fine duck shooting along 
the Pacific, when I saw a duck that was a total stranger to 
me, and watching it for some time I saw a number of the 
same kind. I went into camp that night and announced 
that I had seen a new variety. I succeeded in stirring up a 
proper amount of enthusiasm among the other fellows, and 
the next day, after two or three hours’ work, I pointed out 
my new variety only to be hooted at, for it was one of the 
most common of the native ducks. I lost my standing in 
that unforgiving crowd from that day on. 

The ducks come and go, and where they go 1 have often 
wondered. One day the creek will be literally alive with 
them, and the next there will not be a duck in the whole 
country. They no doubt go out on the prairie in water 
holes, yet at this season of the year there is no water in the 
holes, and where do they go? 

Snipe shooting at its best is fine sport, and when we do 
have any snipe shooting it is of the best. Snipe usually 
arrive here somewhat earlier than this and in quite large 
numbers, but this year, with the rest of the birds, they are a 
little late. We got a few, however, the other day, and 
yesterday I noticed quite a number. These late arrivals of 
the birds are no doubt the forerunners of a mild, pleasant 
winter. It is to be hoped that this is so, for the Texas 
winter is wholly unlike the northern winters and equally as 
unpleasant as the northern winter is pleasant. We do not 
provide ourselves with a winter wardrobe and start in in 
October or November for a long, bracing, cold winter that 
fills a man with bottled-up life to stand the strain of a sum- 
mer; far from it, we provide ourselves with clothes enough 
to withstand the Alaska winter, but we do not have the privi- 
lege of enjoying them. It may be cold to-day with a wind 
blowing down from the north that no amount of clothes can 
keep out; and to-morrow it may be as warm and pleasant as 
a June day in New York. Nothing short of a thick walled 
house with a blazing fire on the hearth makes these northers 
at all pleasant, and then around the fire one forgets that the 
wind outside is a cold wind, and even it he does think of it, 
it is with the genial thought that ‘‘It’s an ill wind that blows 
nobody good.” 

The writer imagines that these northers making the water 
cool makes the fish bite with a renewed vigor. The finest 
fishing that I have ever had, with the exception of some bass 
fishing I once found in Northern Michigan, has been on 
bright, sunshiny days after a norther. Perhaps it has been 
the peculiar buoyancy and beauty of the atmosphere and all 
the surroundings of nature that have made it more enjoy- 
able, but it seemed to me that on no day does the fish take 
the fly or minnow with more vim than on those days, and at 
no time does he make a better fight for life. 

One day, two winters ago, I was fishing in a beautiful 
spot and was having fine sport with a splendid rod, when | 
had one of those rare opportunities of seeing a wild animal 
perfectly natural; a gratification that was only marred by 
the chagrin of a bad shot caused by that imbecile weakness, 
buck fever. I had been fishing above a sudden horseshoe 
bend in the river, the further extremity of which was hid 
from view by the point of a cedar-topped mountain that 
came nearly down to the water’s edge and ended there in a 
huge pile of rough rocks. 

1 had sat down on the grass, and leaning against one of the 
rocks, was repairing the snell on my hook when my attcn- 
tion was attracted by aslight noise down the stream as 
though something was splashing in the water. My first 
thought was that it was a crow, but on reflection 1 knew 
that I had not seen a crow all day, consequently it must be 
something else. With the utmost caution I crawled down 
to the water’s edge and peering through between two rocks 
I saw the finest buck I have ever seen—the game we don’t 
get is always the finest, you know. He was drinking and 
pawing in the water, totally oblivious of my dangerous prox- 
imiy; and as after events proved he was safe enough even 
had he known I was there. I managed to return for my 
carbine, and crawling back I tried to take aim—deadly aim; 
and slay that deer in his innocence. Would you believe it, I 
missed the buck? The day’s sport was spviled, and gather- 
ing together my traps I went home, and every step of the six 
miles that I walked I saw that noble deer in all his grandeur 
of surroundings, “with his proud, stiff neck and splendid, 
graceful body, gracing the table at home. What a feather it 
would have been in my cap. I would like to read a goo 
article on this buck fever from some knowing pen. It's 
delight to read scientific sporting articles from scientific 
sporting men. Disciples of the gentle Izaak cannot give too 
great thanks to men who have written such interesting books 
on various fishes—the black bass in particular. 

Thinking of my miserable failure to kill the deer calls to 
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mind the time when one of the Knickerbockers first came 
down from New York and roamed at large with his rifle. 
The buzzard, flying or sitting, looks like a turkey; and the 
aforesaid Knickerbocker, who goes by the name of the ‘‘Fat 
Sportsman,” anxious te distinguish himself and keen on the 
scent for larger game, for he carried a rifle, saw one of these 
members of nature’s board of health flying in a graceful 

with pent-up en- 
thusiasm, he worked himself into position, and taking good 
aim, made a true shot, and brought down to the ground and 


circle some distance away. Almost wil 


thence into camp—a buzzard. 


I wish that you could have seen the picture which I saw 
the other day, when four of the Knickerbockers came back 
from a good day’s hunt in Burk’s Creek Valley. One of 
them stood with twenty-eight ducks and sixty-one quail in 
his gun lean- 
ing against a tree and his two dogs crouched at his feet, he 
presented a picture that would have been an inspiration for 
a Landseer and one which merits a long word painting from 
some more facile pen than this particular pen of this par- 


his hands and strung over his shoulder. Wit 


ticular KNICKERBOCKER. 


KNICKERBOCKER RANCHE, October, 1884. 


[The description of the strange fowl applies very well to 


the red-breasted merganser, except as to size. | 





ADIRONDACK GAME PROTECTION. 
Editor Forest and Stream: 


Under the above heading your New York correspondent, 
who signs himself ‘‘L.,” and the Hon. R. U. Sherman, have 
given expression to widely diverse opinions concerning the 
killing of deer in close season; and also concerning the char- 
Loose assertions of this 
sort are productive of little good. Nothing short of a specific 
charge, accompanied by the complainant’s name, is suffi- 
ciently explicit to admit of verification or refutal; while, on 
the other hind, a general denial of the killing of deer out of 
season in all parts of the Wilderness is absurdly incorrect. 
As a matter of fact the game law is respected in some parts 
To be more explicit, 
and to speak only of the western side of the region, the law 
has, to my certain knowledge, been openly violated during 
the past season at Beaver Lake and the Oswegatchie Ponds, 
where venison was regularly served at well-known and much 
frequented ‘‘hotels,” of which fact a deputy game constable 
On the contrary the proprietors of 
‘“‘hotels” and .‘‘camps”’ along the Fulton Chain and North 
Branch of Moose River seem to vie with one another in 
securing the enforcement of the law, and the killing of a 
deer before Aug. 1 in this part of Brown’s Tract is a rare 


“T talked 
with a great many of the most experienced guides, and 1 did 
not find one who gave the game law the least attention.” 
Indeed this is so contrary to my own experience that I can 
only explain it on the supposition that ‘‘L.” fell in with 
what Gen. Sherman calls ‘‘a set of mushroom oarsmen, who 


acter of the guides of the region. 


of the Wilderness and not in others. 


is not in ignorance. 


event. 


I confess much surprise at ‘‘L’s.” statement: 


in the press of tourists to this section are employed as guides, 


but who have no more respect for law than the men who 


hire them.” 


To give the public the impression that the Adirondack 
guides, as a class, are willing and anxious to aid unscrupu- 
lous parties in violating the game laws, is doing great injus- 


tice to a large number of honest and conscientious men. 
C. Hart MERRIAM. 
Locust Gove, N. Y.. Oct. 26, 1884, 


Editor Forest and Stream: 


Deer are scarce here this fall, and will be mere so after an- 
other decade of hounding. Upward of fifty men, with about 
as many hounds, are employed along the Beaver River in the 
More than one hundred deer have 
“L.” can talk as much as he pleases 
I can assure 
him that ten are killed by hounding them into the water 


work of extermination. 
already been killed. 
about deer slaughter during the month of June. 
where onc is killed by jack light. Mosser. 
NuMBER Four, Adirondacks, Oct. 16. 


OPENING DAY IN IOWA. 


CF? Legislature wisely, I think, put off the legal season 

for shooting prairie chickens unti! Sept. 1, or two 
weeks later than heretofore, but the law was ignored by so 
many that it was practically a dead letter. 

Chickens were shot fora full month before the open season 
began, the only apparent effect of the law being to cause the 
law-breakers to call chickens snipe, and make them late in 
coming into town after a day’s shooting. 

This is a disheartening state of affairs for those who do re- 
spect the law, but there seems no escape from it, and it is 
probable the law will not be enforced until there is no game 
left to protect, which, in our open country, will not be far in 
the future. 

The season was favorable for the birds, there being but 
few rains to endanger the lives of the young, and some of us 
had been looking for rare sport when the season should open; 
so Monday morning, Sept. 1, a party of four and a driver 
were up betimes and off for a favorite shooting ground about 
twelve miles out of town, and had arrived on a good shoot- 
ing ground by sunrise, with the day before us, for we did 
not expect to start home till too dark to shoot. 

The morning was a glorious one, not a cloud to be seen, 
the pure and bracing air making it a pleasure to be out. All 
were eager for the fray, and soon we were divided, two tak- 
ing the stubble fields on the right, the others those on the 
left; and for a mile or more we kept at it, hunting what 
seemed to be the most inviting cover, the dogs doing their 
work in splendid style, but nary a chicken was seen except 
a pair of old ones, that got up fully a hundred yards away 
from the nearest gun. 

‘Hunted to death” was the unanimous verdict, and we 
loaded up and drove on a few miles, hoping we should find 
a range that had not been hunted so much. Again we were 
out, and for the rest of the afternoon we searched earnestly 
for chickens. The braciness of air wore off, the glory of 
that lovely September morning departed with the passing 
hours, but we would never give up, perish the thought. 

We had sent the team on to the house of a jolly friend, where 
We expected to make our midday halt, and around whose 
hospitable board we would fain appease the cravings of the 
Inner man, to apprise him of our approach, a sort of advance 
Courier, who was in some appropriate and effective way 
to give him a hint of the probable extent of our appetites, 
and that same craven driver had in some manner missed us, 
leaving us to hoof it in as best we might. 

Hot, hungry, tired, thirsty and footsore we ranged field 












































would make. 


and we go for those chickens. 


country and will find others, but as field a 


chicken to show for a half-day’s hard work. 


every day for fully a month. 
only found two coveys during the afternoon. 


shot almost the entire covey. 


before the season opens, W. 8. P 
Expora, [a., Sept. 26. 


BULLET VERSUS BUCKSHOT. 
Editor Forest and Stream: 


I have been a reader of ForEsT AND Srream for the last 
that time have never ventured ‘‘to 
ike ‘‘Nessmuk,” my *‘‘best holt” is 
the rifle and paddle, and as I have done nothing save hunt, 
trap and fish during the last ten years, my pen has become 
I am now laid up with a wounded hand— 
relic of the carelessness of a greenhorn with a scatter-gun— 
which will preclude the possibility of uny sport for this fall 
and winter, to say nothing of the loss of at least one finger; 
but as I must occupy myself in some manner to pass away 
time, I will give my views of the bullet and buckshot ques- 


seven years, and durin 
give my experience.” 


decidedly rusty. 


tion. 


When I went into the woods ten years ago to stay, I pur- 
chused a Winchester rifle and a little 20-gauge English 


breechloading gun. After using the rifle a few times, I 
found that I was losing much game from shooting over. I 
therefore determined to try the rifle at a target. After re- 


peated trials [ found the bullet struck nearly fourteen inches 
This would never do; so the next spring 
I came down from the west to Pittsburgh, and had a pair of 
They were 
twenty-four inches long and parallel, ¢. ¢., the same diameter 
at muzzle and breech. The rifling consisted of six very 


high at 100 yards. 


.50-caliber barrels fitted to my little shotgun. 


shallow grooves, the grooves and lands being of the same 
width, and having one turn in 144 inches. Charge of pow- 
der 150 grains C. & H. No. 6, weight of bullet, 395 grains; 
ratio 1:2.5. The projectile was one inch in length, and solid, 
flat-pointed conical. This pair of barrels, together with 
fifty screw-head steel shells, cost me $73, and after using the 
gun afew times on deer and twice on bear, I came to the 
conclusion that I had solved the problem of a successful 
hunting rifle so faras I was concerned. I used it during 
the following winter on all kinds of game, from a wild goose 
to moose and elk. The next spring, while on my way out 
of the woods, I had the misfortune to have it stolen from 
my camp by one of a band of Chippewas. 

My present armament consists of four double-barreled 
express rifles, one Sharps, one Stevens, one Winchester and 
one little Wesson, beside three shotguns of 12, 16 and 20- 
gauges respectively. The dimensions of the express rifles 
are as follows: First, .350-caliber, 20-inch barrels, 60 grains 
powder, 150 grains lead; weight, 6 pounds. Second, .400- 
caliber, 22-inch barrels, 90 grains powder, 225 grains lead; 
weight, 7 pounds. Third, .450-caliber, 24-inch barrels, 120 
grains powder, 300 grains lead; weight, 8 pounds. Fourth, 
.500-caliber, 26-inch barrels, 150 grains powder, 375 grains 
lead; weight, 9 pounds. It will be noticed that the bar 
rels are very short, and also that the guns are not heavier 
than the ordinary single-barreled weapons of the same 
calibers. 

In regard to length of barrels, I have found that the 
lengths enumerated above give satisfaction equal to those 
which are one-half longer in each caliber. Some may object 
to them on the ground that they do not burn enough powder. 
To test this 1 bad a muzzleloading rifle made, caliber .36, 
100 balls to the pound; weight of conical bullet, 130 grains; 
length of barrel, 30 inches; charge of powder, 65 grains; 
ratio 1:2, sighted for a point-blank range of 100 yards. The 
highest point in the trajectory was at 56 yards, the bullet 
being 1% inches high at that point, showing its great initial 
velocity. I then reduced the length of the barrel to 20 
inches, and used the same charge as before, and at the same 
range. I could discover no difference in the trajectory. My 
theory is that in rifles made on the express principle and 
with very slow twist, light bullet and a heavy proportionate 
charge of quick powder, the difference in length of barrels 
ranging from 20 to 30 inches, in calibers of .350 to .500, has 
very little influence on the trajectory up to 200 or 250 yards, 
which is the extreme working distance for which a true ex- 
press rifle is intended. 

It is generally conceded by intelligent sportsmen through- 
out the world who hunt large game that that certain rules 
must be followed in making a rifle suitable for their use. In 
brief, they are as follows: (1.) The weight of the bullet 
shall be equal to twice the weight of a round ball which ex- 
actly fits the bore of caliber desired. (2.) The weight of 
the charge of powder shall be equal to not less than one- 
third of the weight of the bullet, and from that to one-half. 
(3.) The twist of the rifling shall be no quicker than is neces- 
sary to preserve sufficient accuracy to place successive shots 
in a ten-inch circle at 250 yards, and the grooves only deep 
enough to take hold of the projectile so that it will not strip. 


after field. The beauties of the magnificent landscape were 
lost on us, the luxuriant richness of the maturing corn 
ceased to cause a thrill of enthusiasm in the breast of any 
member of that party unless it was at the thought of the 
amount of Johnny cake those thousands of acres of corn 
We had no eyes for the beautiful, no ambi- 
tion to figure as imaginary corn kings, our every energy was 
concentrated on one object, and that was to get a chicken. 
Hark! bang! bang! goes a gun over that hili; the boys have 
either found some chickens or are practicing on our credul- 
ity. No; there they go over the next hill and in our way, 
a fine covey of them, and we mark them down in a small 
cornfield. Hunger, thirst, heat, blisters are all forgotten, 
Pshaw! they rise wild, but 
a long shot brings one to the ground, and the rest fly on and 
on until we lose sight of them in the dim distance, but we 
do not care much now, for we are surely in the chicken 

fler field is ranged 
with no sight of game we lose courage and make for dinner 
by the most direct route, four big men with one poor little 


A long nooning we made of it, sleeping on the sweet hay 
in our friend’s barn for more than an hour after dinner, a 
dinner he must have been convinced that we appreciated. 
After resting we consulted what were best to do, and de- 
cided upon a couple of hours’ drive further from town and 
another trial, as our friend told us that there were really no 
chickens where we had been, as the ground had been hunted 


That afternoon we did not work quite so hard, as we kept 
the team near us and would ride a part of the time, but we 
From one of 
them we got two chickens and from the other we got twelve, 
as they scattered and we got them up one at a time until we 


We went home atter dark, tired and happy but unsuccess- 
ful. Hereafter we will either join the throng and and get 
our share of the birds as they go or make a trip of it and 
go where they are so plenty the outlaws cannot kill them all 







(4.) That the weight of the arm shall be no greater than is 
sufficient to withstand the shock of the explosion of the 
powder or the recoil, as weight greater than this is objec- 
tionable in a hunting arm which is seldom used on stationary 
objects, although it may be desirable in a target rifle. (5.) 
That a cartridge shell capable of being reloaded indefinitely 
shall be provided—a taper shell is the best form. (6.) The 
sights to be open and rather cvarse, and the rifle to be sighted 
for a point blank range of from 100 to 150 yards. A rifle 
made on these plans will be found to ‘‘fill the bill” for all 
kinds of shooting in which a rifle is used—the caliber, of 
— to be large enough for the game which you intend to 
unt. 

For express or hollow-pointed bullets I prefer to have the 
cavity from 4; to 4; of an inch in diameter at the point of 
the bullet, according to caliber, and tapering to nothing at 
the bottom, the depth to be equal to one-half the length of 
the projectile. 

The best powder that is manufactured is, as far‘as [ have 
been able to ascertain, Curtis & Harvey’s diamond grain. It 
is expensive, but clean and strong. I prefer the Winchester 
primer, as the anvil is renewed with the primer and the shell 
is not injured. 

The merits of straight or taper and bottle-neck shells do not 
differ greatly, although I use the taper ones when possible 
and always reduce all shells before reloading, and am not 
troubled with sticking. The best sights for hunting are: 
Fore sight rather coarse and square across at top, not filed 
to an edge, as in the majority of cases. Rear sight, plain 
leaf, without ‘“‘buckhorns” or ‘‘clover leaves,” but having a 
V-shaped notch no larger than can be filied by the fore sight. 
If properly made there will be no blurring or indistinctness, 
I like a round barrel for a single rifle or repeater, as I have 
found it to give better results, and it is also lighter. 

The only country for which I have sometimes found one 
of the above-described express rifles unsuitable is on the 
plains and in the open mountain country, where the work 
partakes somewhat of the nature of target shooting, and 
where a fellow must occasionally take a shot as far as 500 
yards, and it is sometimes impossible to approach any 
nearer. For this use I have a Sharps .45-caliber, 9-pound, 
30-inch rifle, chambered for the 3}inch shell; charge, 135 
grains of powder and 405 grains of lead. It is one of the 
most accurate and strongest shooting rifles that I ever owned. 
I have found a shotgun loaded vith a heavy charge of powder 
and a round ball which will go into the muzzle easily to be 
a most deadly weapon for deer and other large game in thick 
cover, where it is gencrally started within a distance of 
twenty-five or thirty yards. 

If I were obliged to content myself with one rifle I should 
prefer the .400-caliber, 90-225, for all game found east of the 
Mississippi. For the West, however, where the game is 
much larger, with a chance for grizzly, I want the .500-cali- 
ber, 150-375. I have been greatly amused at different times 
to read of the deadly effect of a single buckshot. Now I 
cannot understand why this shot is more deadly when fired 
from a shotgun than the same ball fired from a rifle, if each 
arm is loaded with a proportionate charge of the proper 
powder. Don’t you think that the rifle would coime out 
ahead when used at the same range as the shotgun, and be 
effective at twice the distance? 

One of the most successful deer hunters that I ever knew 
was a Mississipian who used a muzzleloading rifle carrying 
120 to the pound, 58 grains, about .33-caliber. He used to 
chaff me not a little on the size of my favorite .50-bore ‘“‘with 
a kick like a mule,” as he expressed it. He was one of the 
best shots at a stationary object that it has been my fortune 
to meet, and a good, whole-souled fellow to boot. He was 
killed by the Apaches in Arizona or Northern Mexico in 
1878. 

I have always remarked that the majority of men who use 
small calibers for large game seldom if ever shoot at a run- 
ning deer; but they are invariably good shots and equally 
gogd hunters and woodsmen, and depend upon these quali- 
ties to approach near enough to their game to make sure 
work at the first shot. The smali ball is perhaps as fatal 
under these circumstances as a largerone. Men of the above 
class are generally old backwoodsmen, and so were their 
grandfathers before them. 

There are only three animals in North America which can 
be classed as really dangerous, and they are the grizzly and 
cinnamon bears, and the panther, or mountain lion, as he is 
calied in the West, and the two first, especially the grizzly, 
by reason of their thick hides and large boves, and the con- 
sequent difficulty of killing, and the latter on account of 
having all the tenacity of life of his little brother of back 
fence fame, only in a much higher degree. Fora sportsman 
of to-day to take up a work published forty years ago, and 
read some of the stories relating to the difficulty of killing 
the grizzly, he would be led to believe that ‘‘Eph” wore a 
boiler iron jacket over his ribs, that his head was solid bone, 
and unless a ball penetrated the eye the hunter was a ‘‘gone 
coon.” 

This was no doubt all well enough when the only men who 
ever met the grizzly were the adventurous trappers who, by 
reason of the necessity of economizing ammunition, were 
obliged to use small calibers, and depended upon their mar- 
vellous skill in placing the light bullet in a vital spot; but in 
the present days, when the sportsman can be whisked to the 
mountains at the rate of thirty or forty miles per hour, and 
is enabied to use a repeater and bullets weighing nearly an 
ounce, it will not apply. Ido not wisn to be understood as 
having a low estimation of the danger of an encounter with 
this dangerous animal. And here | wish to ask if grizzly, or 
grisly, is the proper adjective.. I incline to grisly, as it 
agrees with the Latin horribilis, being derived from the 
Anglo-Saxon verb grisan, to dread, the adjective being gris- 
lic, frightful or horrible, while grizzly is from the French 
gris, gray. Itis a curious coincidence that the two words 
of the different languages, having different meanings, should 
be rendered in English with the same pronunciation, but 
different orthography, and that either adjective should ex- 
press a marked quality of the animal to which it is 
applied. 

Your correspondent ‘‘C. F. M. G.,” in the issue of Oct. 9, 
says: ‘‘Now, | should say that the average deer killer who 
goes into the woods for a month’s slaughter could kill more 
and so wound less with the shotgun than with the rifle, on 
the theory that the more*pellets fired the better the chances 
of hitting a vital spot.” 

That’s all right in theory and for a man who cannot hit a 
flock of barns with a rifle (no disparagement to “‘C. F. M. 
G.” insinuated) or for one who has poor eyesight; but for a 
man who can use a rifle, to stand on a runway or paddle 
up to a deer on open water and blow his (oftener her) head 
ee a charge of grapeshot, does seem heartless to say the 
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Imagine a deer to get up in front of the shotgun fiend: 
‘“‘Aha! my fine fellow. You're a good one if you get away 
without carrying at least one of these twelve ‘blue whistlers 
with you.” : 

Again, ninety-nine per cent. of the men who go into the 
woods for ‘“‘a month’s slaughter” go for that purpose and no 
other, What matters it to them if a deer gets off with a few 
buckshot or a bullet in its body, and after suffering all the 
agony of a gunshot wound, dies in some impenetrable swamp, 
or is pulled down by the wolves. Game is too plentiful to 
waste time in following a wounded deer. True sportsman 
is a name unknown to such men, hunter even is a misnomer, 
and butcher has an air of refinement when applied to them. 
How often do we read in local papers, brevities of the fol- 
lowing type: ‘Dr. Killem Quick and companions have just 
returned from a trip to Michigan, where they have been 
spending the last two weeks in deer hunting. They were 
very successful, as they succeeded in securing thirty fine 
specimens of Cervus virginianus, Many more were lost by 
reason of the deep snow.” The following, however, wi ] 
give the reader a better idea: ‘‘Man—shotgun—dogs—run- 
way—deer—bang! Tally one.” . 

lf I understood ‘‘C. F. M. G.” rightly he wrote his com- 
munication in the interest of game; 7. ¢., he thinks that a 
man with a shotgun would not cause as much suffering to 
the deer as the same man with a rifle, other things being 
equal. I cannot sgree with him in this for several reasons. 
In the first place, no fellow can make a deer stand just as he 
would like to have him. Suppose, for instance, that a deer 
is standing with his stern toward you at a distance of 50 . 
yards. The man with the shotgun would naturally fire at| |The need of a uniform system of game laws, both between 
the head, while he of the rifle would be nearly if not quite | the New England States and the Provinces will be noted 
as sure of the game if he struck the body, and the buckshot | from the above. The crime should also be made of such 
would do comparatively little damage, nine times out of ten, | importance that the stepping over into a border State should 
if they lodged in the hindquarters. not clear the poacher. It is gratifying to be able to note that 

steps are being taken in this direction. The biennial session 


Again, suppose the same men to shoot at a running deer. J : 
The center of the charge of buckshot goes over the animal, | Of the Maine Legislature assembles Jan. 1, and such has been 


and one or two pellets inflict flesh wounds. The rifleman 
misses altogether and the deer escapes unhurt. 1 am con- 
sidering the results of all save fatal shots. If I wound a 
deer badly—and a good hunter can generally tell how badly 
his game is wounded—I always follow as long as I think 
there is a chance of getting it. I have slept out in the 
open, away from camp, many a night, in order to take up 
the trail at the first crack of dawn. 

My favorite way of hunting, is to approach the deer by 
following the track, and when in sight, to craw! near enough 
forashot. Next to that, I like to drop down some wild 
river in a canoe, about sunset, when the deer go to drink and 
bathe. It requires a quick eye and a steady hand to lay 
down the paddle, pick up the rifle and fire before the deer 
see or hear you. 

Before a person attempts to hunt large game, he should 
learn to shoot; then if he misses or wounds game occasion- 
ally, his conscience will not be so greatly perturbed. 

I have hunted deer in all kinds of cover to be found in 
this country, from the cane and laurel brakes of Mississippi 
and the Alleghanys to the open timber and prairies and 
mountains of Canada, British America and the West, and 
have yet to find the place in which a good rifle is not as 
effective at short range as a shotgun. Beyond fifty or sixty 
yards the shotgun is nowhere. For all kinds of game, from 
a turkey to a- grizzly, give me the rifle. For ducks, geese 
and other waterfowl, a good solid gun of 12-bore, full choke, 
is good enough and large enough forme. This gun, together 
with two others of 16 and 20 gauge, comprise my list of 
fowling pieces. 

I have noticed in nearly every issue of ForREst AND 
STREAM one or more advertisements of heavy, large-bore 
duck guns, for sale at a sacrifice. This does not augur well 
for the popularity of large calibers, and in fact there seems to 
be a growing demand for small bores since the general adop- 
tion of chokeboring. So much the better for thegame. An 
ounce or an ounce and one-half of buckshot, cast in the form 
of a round ball, is infinitely more deadly when propelled by 
from four.to six drams of good powder, than it was before. 
A ball of this size, striking an animal fairly, will produce 
such a wound that, if it does not kill immediately, will soon 
cause death by loss of blood. To those who must use 
their shotguns for deer 1 would say: Try this plan and 
see if you do not get better satisfaction than by the use of 
buckshot. 

A magazine rifle is a good tool for a market-hunter, a 
shiner or a soldier, and for the use of a sportsman is only 
proper when he expects to meet dangerous game. 

Game of all kinds seems to be more plentiful this fall than 
I have ever known it to be in the various localities of the 
Northwest where I usually hunt. There seems to be a grow- 
ing respect for the game laws, and, with proper care, there 
is no reason why we should not have large game for years to 
come. Buffalo are almost a thing of the past, owing to the 
destruction caused by skin-hunters. They (the hunters) are 
now turning their attention to other animals; but it will take 
them some time ere they can succeed in thinning their ranks, 
as they have those of the gregarious buffalo. 

Devit's RaMRop. 


and the gun loaded as a single breeehloader. (TILLICUM. 


OtymPtIA, W. T., Oct. 12, 1884. 


THE MAINE GAME LAW. 


HE Maine game wardens are after the poachers, and 
some cases will be brought to justice. There has been 
some hunting of deer with i but generally by persons 
living out of the State, and the law fails to reach a poacher 
of this class. He kills a deer in close time or with dogs and 
escapes from the State; his crime is regarded of too small 
magnitude to bring him back by requisition, and he steers 
clear of Maine soil ever after. Indictments are placed on 
file against such persons, however, and they must stand 
trial for breach of the game or fish laws if ever caught in 
the State again. A few cases are also being worked up by 
the authorities where deer and caribou have been killed be- 
fore the season opened. These cases are also generally from 
out of the State. In one or two instances the claim is laid 
that the deer was killed on Canadian soil, after the 1st day 
of September, at which time the open season commences in 
the Province of Quebec, but not till the 1st of October in 
Maine. For several hundred miles of provincial border it 
would be difficult to decide whether the game was killed in 
Maine or otherwise. 





will only have to ask for minor changes, aud the people will 


better game and fish laws are hoped for. 


deer, and many of the warm friends of game protection in 


September. 


are generally cool. 


by the hotel and traveling interests of Maine. 
Boston, Mass. 


SPECIAL. 


NEW JERSEY SUNDAY SHOOTING. 


Editor Forest and Stream: 





that wore feathers or fur, if they could aim straight enough. 
Complaint after complaint was sent to members of the New 


to the nefarious work, but the complainants themselves, 


give necessary evidence to convict. fearful of some (imagin- 
ary) revenge from the parties in the future. The above 
Society have done all in their power to apprehend the persons 
violating the game and Sunday laws for a long time, and 


game and insectivorous birds out of season. This year it 
was determined to make extra efforts to apprehend violators 
of the law. Within the past week two parties have been 
arrested for shooting on Sunday, brought before a justice of 
the peace and fined $53 and costs. Both the parties hailed 
from New York. | refrain from giving their names, as I 
am confident they are ashamed of their action, and will be 
better protectors of the game and vindicators of the law in 
the future after their experience of Sunday, Oct. 19, 1884. 
Warrants are in the hands of the Society’s detectives for the 
arrest of three other individuals, against whom direct 
evidence has been secured of shooting quail out of season. 
The Society is thoroughly alive to the necessity of putting a 
stop to illegal shooting in this State, and have detectives ‘‘all 
along the line” to arrest any such. Non-residents should 
bear in mind the fact that in addition to the liability of 
being fined for shooting out of season, they are also liable to 
a fine of $50 for shooting or fishing in this State, unless 
they first become members of a game protective society in 
New Jersey. Fox. 
PLAINFIELD, N. J., Oct. 2. 


Editor Forest and Stream: 

The ‘‘Bullet versus Buckshot” argument carried on through 
the columns of the Forest AND STREAM is an interesting 
one indeed, and many a fine point has been given by go 
sportsmen of different views. I think the general features 
of a country has a great deal to do with the choice of a 
weapon. For a sportsman who does not use a gun more than 
two months in a year, and lives in a section of country where 
the undergrowth is heavy and the swamp almost impene- 
trable, a good shotgun well loaded would be the weapon. 
On the reverse, if he lives in an open country, I think he 
would choose a rifle. But as far as Iam concerned person- 
ally, [would be satisfied if he useda shotgun. As for myself, 
I hunt all the different game in its season, the year around; 
and after many trials of various guns, both shot and rifle, 
my favorite at present isa 10-pound rifle, 28-inch barrel, 
pistol grip, .40-caliber, 6 grains powder, 210 grains lead, 
regulation cartridge, or as I reload my shells, 40 grains 
powder, 160 grains lead, round ball, for pheasant, grouse 
and small game, and at the cost af fifty cents per 100. I load 
as follows: Recap my empty shell, pour in 40 grains of 
powder (buy factory bullets $2 per sack of twenty-five 
pounds and they run about sixty to the pound), seat the ball 
with a small stick and a mallet, then I pour the shell full of 
warm tallow of any kind, this hardens and holds the ball in 
place and acts as a lubricant for the gun, aud if with it you 
use good powder your gun will not foul. I have killed many 
deer from 75 to 100 yards with this cartridge, but I always 
carry five factory cartridges in the magazine for long shots 
or for dangerous game. never reload the regulation car- 





Editor Forest and Stream: 

Yesterday I accepted an invitation to spend the Sabbath 
at Edgewater, N. J. I did not propose using the small rifle 
which I carried with me for the purpose of destroying spar- 
rows or the farmers’ chickens, as the Sunday sportsmen do, 
who are accustomed to frequent this locality in droves on 
Sundays and holidays and shoot indiscriminately everything 
that can show a feather, much to the annoyance of the resi- 
dents of the place. I was armed with a new .32-caliber rifle 
which I proposed to test for its accuracy. We commenced 
firing on the lawn in front of the house at a target, and were 
just getting our hands in when along comes a game warden 
or an official of some sort and informed us that it was against 
the law of the State of New Jersey to fire a gun off on Sun- 


tridges as I think the factory with their facilities can do this 
more perfectly than I can and cheaper. I have never had 
one to miss fire. Of course the cartridge with a round ball 
cannot be used in the magazine, but it is carried in the pocket 


the success of the game laws in that State the Commissioners 


grant them. Some action will also be asked for in the Mass- 
achusetts Legislature, among others the putting of the breaker 
of the Maine game laws where he belongs. Inter-state uni- 
formity, lost last winter in Massachusetts, will probably be 
asked for again. It is well known that strong steps in the 
right direction have been made in public sentiment, and 


Without a doubt the Maine Legislature will be asked to 
add September to the open season for moose, caribou and 


that State are not opposed tothe measure. In fact, such an 
amendment was proposed there in 1882-3, and the Commis- 
sioners were not opposed to it; but it was lost through the 
further attempt saddled on to make it July 1 instead of 


The request to change the beginning of the open season 
there to Sept. 1, will come from some of the leading sports- 
men and friends of game protection in Massachusetts, Rhode 
Island and Connecticut. It is generally claimed that it may 
be done without much injury to caribou and deer. The for- 
ests are densely clothed in that month, and September is re- 
garded as a poor month for jack-shooting, since the nights 


Most sportsmen claim that the fawns of the deer are able 
to take care of themselves by the 1st of September, though 
one man, for a long time familiar with Maine deer, claims 
that there are occasionally late fawns. The request for the 
change will come from sportsmen who desire to add shoot- 
ing to the fall fishing. They will claim that deer have in- 
creased wonderfully under protection, and they are right; 
and that the adding of September to the open season cannot 
be of serious harm to the future prospects of game in that 
State. Of course these petitioners will be warmly seconded 


For along time this section of New Jersey has been overrun 
every year by hordes of New York gunners, who would shoot 
game out of season, or on Sunday, or in fact shoot anything 


Jersey Game Protective Society asking them to put a stop 


although having direct evidence, refuse to cause arrest or 


have made arrests of non-residents and residents shooting 


day or to ¢ a gun on the highways, and if we would 
stop he would exact the fine of 325. Now, as we were i 
our OWn grounds, were not — game of any sort, and 
were merely practicing with a rifle for our own amusement 
could we have been liable to arrest? It may interest you to 
hear that several arrests were made yesterday in the neigh- 
borhood of Fort Lee and Edgewater, N. J., and that terror 
is spreading in the ranks of the sparrow hunters. 
CosMOPOLITAN, 

New York, Oct. 20. 

— New Jersey law, approved March 26, 1866, reads as 
follows: ‘That hereafter any person who shall hunt with a 
gun, or with a dog and gun, or with any kind of firearm or 
weapon, or shall in any way kill, take or destroy with any 
trap, snare, or other device whatsoever, any bird or animal 
whatever, on the Sabbath day, commonly called Sunday, 
except those who observe the seventh day of the week as the 
Sabbath, gunning upon their own lends, shall be liable to a 
penalty of twenty-five dollars for each and every offense, 
one-half of said penalty to be paid to the complainant and 
the remainder to be paid to the overseer of the poor of the 
township where the offense was committed, for the use of 
the poor of said township.”’] 


PHILADELPHIA NOTES. 


Editor Forest and Stream: 

We have at present just the weather to bring a flight of 
ducks to the different feeding grounds where our sportsmen 
are wont to go, and the cold snap has brought the fowl. At 
Havre de Grace, blackheads, redheads and canvasbacks are 
present in goodly numbers, and many young ones are in the 
crowd; but of course shooting there is not allowed until 
Nov. 1. Thus early in the season at ‘‘the Flats” redheads 
and blackheads are in majority. When the weather is 
sharper a greater — of common will show up. 

At Barnegat and Tuckerton Bays the shooting is good. In 
our own bay both black ducks and sprigtails are being 
killed. These fowl, shot by market-duckers, are being sent 
to Philadelphia in fair numbers, and the ducks I have exam- 
ined are in good condition for the season. 

i have met friends who have just returned from interior 
Pennsylvania with excellent reports of their trips. Quail 
are truly plentiful. A number of ruffed grouse, quail and 
woodcock were brought from the Lehigh Valley from my 
old stamping grounds only yesterday. i go to find what is 
left in the locality after Nov. 1. 

The farmers throughout both Delaware and Chester 
counties, Pa., are complaining of the increase of foxes in 
these sections. This, remember, is only thirty miles at most 
from Philadelphia. The losses sustained from the depreda- 
tions of reynard in these counties amount to not a little. 
Depleted henneries, etc., tell the story better than I can write 
it. During the past year, especially the tillers of the soil 
near Valley Forge, Port Kennedy and Marion have had large 
quantities of poultry stolen by foxes, and scarcely a night 

asses that some roost is not bereft of some of its feathered 
and webbed foot tenants. The farmers say that they can 
understand how necessary it is for the velvet-coated fox hun- 
ters of Philadelphia and different county packs to trample 
their cover and winter wheat beneath the hoofs of their 
English hunters while galloping across the country, but they 
can’t appreciate the action of the aforesaid gentlemen, in 
buying foxes in distant localities and bringing them to their 
own neighborhood to be turned loose to breed. 

It is stated by the farmers that the fox hunters of a certain 
leading hunt club and other similar organizations buy foxes 
that have been trapped and let them go in the fields, and 
that they will never allow a fox to be killed if they can help 
it, either by their own dogs or other parties, and that they 
have had a number of quarrels with negro market gunners 
who shoot the animals whenever they come upon them. 
Now this statement is given as | got it from one side, but I 
cannot think the hunt club is to blame as is charged. One 
thing we know, foxes are always more plentiful where they 
are most hunted and the more hounds are kept. Should the 
farmers surrounding Philadelphia lose a few pullets yearly, 
are they not compensated by the gentlemanly treatment they 
receive from the club members? A farmer living in a fox- 
hunting country is always welcome at a meet—I know it is 
so about Philadelphia—and I have no doubt that any bill for 
damages he could present for depredations of reynard would 
be gladly paid by the clubs. Why, what is the value of hens 
in these days of incubators? 1 am most happy to know 
foxes are so numerous in Delaware and Chester counties, 
and very sorry to learn of these complaints. 

Mr. R. P. McCallum, of St. Louis, claims that his name 
should appear in the list of ‘‘high boats” at the Lazaretto 
this season. His statement is, that with Ben Smith as 
pusher, he scored 84 rail, and has the documents to prove it. 

Homo. 

PHILADELPHIA, Oct. 17. 

Hor Sutrnur Sprines, Col., Oct. 19.—Great numbers 
of deer and a good many elk are being killed in this region. 
One party passed yesterday with twenty-six deer. Another 
with forty-eight. These are _ samples of the way the 
game is being decimated. Already there is complaint that 
they are growing scarce. Two men left here for the lower 
part of the Park on a contract to kill 400 jack rabbits; price, 
$60 for the lot. A ranchman from below says some means 
must be devised for destroying the rabbits, as they are doing 
great damage in the destruction of hay. This may seem 
strange to eastern people, but it is a fact that rabbits eat tons 
and tons of hay in this western country every winter. Trout 
fishing still fair on certain days. Suckers being caught by 
the ton, with seines, and hauled to the mining camps. Some 
ducks alon _ larger streams but they ure not very plenti- 
ful.—W. N. B. 


Ducks at Stony CREEK.—New Britain, Conn., Oct. 21.— 
A party of ten from this place spent last Friday and Satur- 
day, the 17th and 18th, at Stony Creek, Conn., ducking, 
and had very good luck, taking into consideration that the 
wind was blowing strong and a heavy sea running. We 
shot 209—coot, sheldrake and old squaw. Saw some broad- 
bill and teal, but were unable to bag any of them. The lat- 
ter will be more. plenty later in the season. We were hand- 
somely entertained by J. B. Northrup, of the Island View 
House. Should any of the readers of the ForEsT AND 
STREAM Wisb to try a hand at the sport, by writing or tele- 
graphing to Mr. N. he will have everything in readiness 
when they arrive.—Mark East. 


“Rod and Gun in California,” by T. S. Van Dyke, is the best thing 
on, the game of that country. For sale at this office. Price $1.50.— 
v. 


ee aie ai ae ee 


aE — rn eee SY 


Sosa So 


ern ¢ 
ner ( 
Stooc 
for t 
orde: 
was. 
was | 
and ; 
on tk 
pleas 
Stead 
meas 
heret 
the ¥ 





ld not 
re on 
» and 
ment, 
ou to 
eigh- 
error 


AN, 


ds as 
vith a 
‘m or 
h any 
nimal 
nday, 
is the 
0 4 
fense, 
t and 
f the 
se of 


ht of 
ismen 
. At 
‘S$ are 
n the 
until 
heads 
er is 


|. In 
being 
' sent 
‘xam- 


terior 
Quail 
1 and 
n my 
nat is 


1ester 
ces in 
most 
yreda- 
little. 
write 
e soil 
large 
night 
hered 
y can 
hun- 
umple 
their 
| they 
n, in 
their 


rtain 
foxes 
, and 
help 
they 
nners 
hem. 
but I 
One 
the 
d the 
arly, 
they 
1 fox- 
7 it is 
ll for 
ould 
hens 
<now 
aties, 


lame 
retto 
h as 
ve it. 
0. 


abers 
zion. 
other 
y the 
that 
ower 
rice, 
leans 
loing 
seem 
tons 
‘rout 
it by 
Some 
lenti- 


21.— 
atur- 
cing, 
, the 

We 
road- 
> lat- 
and- 
View 
AND 
tele- 
iness 


thing 





Oct. 30, 1884.] 


AssaFa@:pITA FOR CoyoTEes.—Knickerbocker Ranch, 
Texas, Oct. 16.—I am interested in the killing of wild ani- 
mals in sheep pastures, and so have read with interest the 
remarks in your paper of the great attraction assafoedita has 
for wolves. Coyotes belong to the wolf family, so I tried 
the assafeedita dodge day before yesterday by dragging a 
leg of mutton from my saddle along the sheep trails, and at 
intervals re baits of liver doctored with assafeedita 
and strychnine. But out of a dozen baits only one was 
taken, and yet coyote tracks were found but a few hundred 
yards away from some of them. Perhaps the coyote is not 
enough of a wolf to like assafedita, or perhaps I did not 
have the baits strongly enough impregnated with the drug. 
I shall try it again by dragging the assafcedita as soon as I 
can obtain more of it. It seems to be impossible to poison 
wildcats with dead baits. Does any one know of an attrac- 
tion for them in shape of drug?—J. B. R. 


BaRNEGAT Duckine.—Perth Amboy, N. J., Oct. 25.— 
For the past ten days the woods hereabouts have been fuil of 
robins, and many hundreds have been killed. Tens of 
thousands have passed over, bound south, as well as count- 
less swallows and bluebirds. A good many ducks have been 
shot on the bay and river, and increased numbers have 
arrived since the cold snap set in. In a letter from a friend, 
just returned from Barnegat, he says: ‘The ducks are no- 
where. Been shot at for a month before the law was up. 
Know every point and every decoy in the bay.”—J. L. K. 


A Bie Biaze rn Carcaco.—The well-known firm of A. 
G. Spalding & Bros., at 108 Madison street, Chicago, lost 
their entire stock of sporting goods by fire last Sunday. The 
entire building occupied by the firm was gutted—guns, fish- 
ing tackle, hunting suits, bicycles and baseball clubs going 
up in one grand conflagration. The loss will probably reach 
$80,000. But they know just how to act after a big fire out 
in Chicago, and the firm is already on its feet again and 
doing business at 164 Madison street. 


ADIRONDACK GAME.—Indian Point, Chateaugay Lake, 
N. Y.—Grouse are plenty enough to make good shooting 
over dogs. Ducks rather scarce. I have killed forty-one, 
mostly blacks. Smipeand yellowlegs scarce and hard to get. 
Never knew ’coons so plenty. Bears gone out to the clear- 
ings. They were very plenty inthesummer. Deer are very 
plenty, avd can be got any time before the close season, Dec. 
1, either by hounding or still-huntiag.—OLD GUIDE. 


Down THE Ricureucto.—Weldford, New Brunswick, 
Oct. 24.—Have just returned from a birch bark canoe cruise 
of ten days down the Richibucto River, and along north, 
between beaches and main land as far as Kouchibouquac 
Bay. Saw plenty of geese on our way home. No time tostop, 
but had very poor aoe at the bay. J think weath:r too 
fine and rather early.—J. M. 


Sea and River Sishing. 


THE MARKINGS OF SEA TROUT. 


Editor Forest and Stream: 

I have sent you to-day per express, charges paid, two trout 
taken with the fly where they are very numerous, at Trinity 
Bay, Labrador, in salt water, near the mouth of Trinity 
River. You will notice one is spotted the other is not; the 
local fishermen call the former sea trout, the latter salmon 
trout, and think they are distinct species, and it is now a 
matter of dispute between some of my sporting friends 
whether they are or not. I believe ichthyologists say that at 
certain seasons a new coat of scales overlay the spots, render- 
ing them invisible fora time, — in the ——— 
species. To please some of my friends I have sent the fis 
to you. Please write me a line to say what you think of the 
matter. 

While on this subject I would beg to say, that if any of 
your friends want this kind of fishing, they can hire a very 
comfortable yacht with two men, good coasters, and accom- 
modations for a party of four to six gentlemen for about 
five to six dollars. per day, and get plenty of sport in July 
and August with just such trout as I send you and some even 
larger. They take the fly readily and afford great sport. I 
shall be glad to assist your friends any way in my power. 

J. U. Greeory. 








QUEBEC, Oct. 23. 

[We have examined the specimens carefully and while the 
spotted fish has its sides colored like the brook trout and also 
had the white line on the lower fins, the so-called. ‘salmon 
trout” had neither spot nor line but was like a salmon in 
coloration but without the black X-marks on‘its shoulder and 
along the back. Structurally they are the same fish and the 
best authoritiés now agree that the difference in coloration is 
due merely to the length of stay in salt water. (See ‘‘Syn- 
opsis of Fishes of North America,” Jordan & Gilbert.) We 
know that anglers generally hold that they are distinct and 
that the ‘‘Salmo canadensis” is a valid species. The South 
Side Club, of Long Island, obtained some eggs of this fish 
three or four years ago, and the young are brook trout, now 
in their ponds. Color in tishes is usually of small value in 
determining species, but in the Salmonide is of less than in 
almost any other family, witness the variations in brook 
trout. We call both the specimens S. fontinalis. | 


THE TOURNAMENT. 


HE Third Annual Tournament of the National Rod and 
Reel Association, took place on Wednesday and Thurs- 

day last, on Harlem Mere, a beautiful lake at the northeast- 
ern corner of Central Park, New York, situated at the cor- 
ner of 110th street and Fifth avenue. The hour was under- 
stood to be 10 A. M., but owing to the fact that the lumber 
for the platform cou!d not be found, and new had to be 
ordered, the preparations were incomplete and the first class 
was not called until an hour later. In the meantime there 
was much practicing, and the swish of rods, click of reels, 
and an occasional snap of a = as it parted from its Jeader 
on the back cast, could be heard on all sides. The day was 
pleasant, but from the west and southwest the wind was un- 
Steady, and after consultation it was decided to stretch the 
measuring line to the north of the stand instead of south, as 
heretofore. The platform was elevated twelve inches from 
the water, and the measuring line had numbered floats every 





FOREST AND STREAM. 
cnt A AC 


ten feet from 40 to 200 feet, and unnumbered ones at the five 
foot points. 

The revised rules, as published in Forest AND STREAM, 
of Oct. 9, had been construed by some to admit all the 
former amateur winners of first prizes into the amateur 
classes, and as this was not believed by the Prize Committee 
to be the = of them, the latter body in making up the 

rize lists for the amateur classes expressly barred former 

rst prize winners. This amendment will be found in our 
published list of prizes and classes, Oct. 16. In that list 
will be found eleven prizes in the class for minnow casting 
for black bass, which had been offered especially for this 
class, and this fact hampered the Prize Committee in making 
the classes, and obliged them to leave out Class C, amateur 
single-handed casting, and the amateur salmon class, because 
of lack of prizes. The consequence will be that all prizes 
not won will go to the next tournament. 


FIRST DAY. 


CLASS A—AMATEUR SINGLE-HANDED FLY-CASTING, 


Open to amateurs under Rule 2, who have never won a 
first prize. Scale of points: Distance, actual cast; accuracy 
and delicacy 25 each. (If a contestant cast 60 feet, and is 
awarded 20 for delicacy and 15 for accuracy, his score will 
be 95.) Delicacy shall be judged by the lightness with 
whieh the flies light on the water, and accuracy shall be 
scored by the number of times the float is touched in 25 
casts. The casts shall be made for delicacy at the same 
time.* Judges: Ira Wood, W. C. Harris; James Benkard 
referee. 

In this class there were six entries which are given in the 
order of their winnings, aud not in that of their casting. 
The prizes were: Gold medal, given by Mr. James C. Mc- 
Andrew, and eight other prizes of rods, flies, etc., a list of 
which will be found in ForEst AND STREAM of Oct. 16. 





| 
| 






— = a . . 

e | Sele b > 
. Sai8B° | oe g g : 
on REiSyis22 3 3 
a ee Z o ° 
- a a <4 = 
nic sin ds'ecnie sesinacadwen 6 10 80 20 6 106 
C. G. Levison eas 9 79 19 3 101 

Dr. A. D. Leonard ‘ viotna 11 7% «10 7 9416 

eer 3 | 84 | 69 20 1 90 
Samuel Polhamus........... .. 11 | 10 71 10 8 89 
Waliace Blackford..... ........ 11.6 | 10% | 64 10 2 76 


The first casting was done by Mr. Polhamus, and he 
showed himself to be an elegant master of the rod, but the 
wind worried him, and he did not get out as much line as 
he did in the next contest, where he caine in second. 

Next came Wallace Blackford, the thirteen-year-old son 
of the New York Fish Commissioner, who, though he came 
out last in his contest with grown men, showed that he 
handled his rod in a manner that would do» no discredit to 
an amateur of seventy years. He cast gracefully with either 
hand, and wil] be heard from in future contests. His light 
score in accuracy will be found referred to and explained by 
one of the judges at the dinner following the elose of the 
exercises of the first day. 

Dr. Leonard, a brother of the celebrated rod maker, came 
next, and was supposed to be the ‘dark horse” which would 
carry off all the honors. He proved a neat caster, with the 
back action which distinguishes the family, but failed to 
show that he was the Jason who would reap the harvest of 
amateur medals. His delicacy was fair. The wind slack- 
ened about the time he was half through casting for dis- 
tance, and was more favorable afterward for those following 
in this class. 

After him came Mr. C. A. Rauch, whose casting last year 
was much admired. He beat his competitors in distance 
and delicacy, and took the gold medal given by Mr. J. C. 
McAndrew. 

Mr. Levison cast within a foot of Mr. Rauch’s score, and 
the judge allowed him within one of Rauch on delicacy. 
This gentleman cast last year and is a candidate for the 
medal next year, as he is a caster of great merit. 

Mr. Keenan took fourth prize with 69 feet over Dr. Leon- 
ard’s 774, because of his superior delicacy, giving him ten 
more than tke doctor, while he was six below him in accu 
racy. 

CLASS B—AMATEUR SINGLE-HANDED FLY-CASTING. 

Rules of Class A to govern. Judges: Rev. Henry L. 
Ziegenfuss, Prof. A. M. Mayer; J. C. McAndrew, referee. 
The prizes were: Gold medal given by the National Rod and 
Reel Association, value $80, and eight others of rods, ete. 
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Mr. Eggert cast first, and again the wind blew in fitful 
gusts; still he managed to get out 75 feet, which with his 
score in the other points gave him victory over two competi- 
tors who cast further. As Mr. Eggert has taken part in all 
previous tournaments and never before won the first prize, 
his friends rejoiced to see him with his medal on his breast. 

Wallace Blackford followed, but the wisd beat his line 
down in the water behind him, as by this time it had veered 
around more to the south, and this prevented him from cast- 
ing as far as he did in his previous trial. It was the opinion 
of all present that he would cast better against the wind than 
with it, for his style of casting was such that the wind hurt 
his recovery more than it helped his cast. 

Mr. Levison cast next, and failed to come up to his record 
in Class A for distance, while his average in delicacy and 
accuracy just equaled it. The wind caught his fly on the 
back cast and brought it down in the water, so that he could 
not send it forward with the full force of his rod. 

Dr. Leonard came within six inches of his former record, 


*The judges took the responsibility of changing this and ordered 
that the casts for delicacy and accuracy should be made separately. 
This may have been an oversight of theirs or may have been done 
deliberately in consequence of their knowledge that the Association 
allows its judges full power to do almost anything and allows no ap- 
peal from their decisions. 
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and won fourth with 13 points for delicacy and accuracy, 
instead of 17, as in Class A, where he was third. He kept 
his flies well out of the water in retrieving, and, we should 
judge, could cast further with the wind than against it. 

Mr. Polhamus won second, beating Mr. Eggert a six 
inches on distance, but falling eight points behind him in 
the delicacy and accuracy trials. 


SALMON CASTING. 


Open to all. Rods not to exceed 18 feet. Scale as in 
single-handed fly-casting. Judges: E. G. Blackford, James 
Benkard; James C. McAndrew, referee. Prizes: Gold 
medal given by Mr. J. C. McAndrew, value $50; cash given 
by Mr. D. W. Cross, $25; and five other prizes. 
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Ira Wood led, and as in previous classes, the wind seemed 
to have a spite against those who cast first, for it moderated 
every time that he fouled his line or a tangle compelled him 
to stop, yet he beat his winning record of last year by eight 
feet and came in fourth, his delicacy being the best in this 
class. 

H. C. Thorne cume after Mr. Wood but was evidently a 
novice with a two-handed rod. 

Mr. Mills essayed next and showed some very pretty cast- 
ing although coming out fifth. He handles his rods, whether 
single or double handed ones, in a manner that shows his 
knowledge of the art. 

Mr. R. C. Leonard won second with 129 feet, beating all 
previous records of the Aseociation by five feet. It is always 
a pleasure to see Reuben cast, for his neat recovery and 
straight, clean delivery are things to be remembered. 

Dr. A. 1). Leonard astonished the audience with 115 feet, 
or within one of the record of R. C. Leonard in 1883, and 
won third. We thought his salmon casting exceptionally 
fine. 

When Hiram W. Hawes was called to the score there was 
a crowding to the benches along the shore opposite that part 
of the line where the buoys bore large figures, and when 
after several trials he raised his flies from opposite the buoy, 
marking 125 feet, with an increased velocity, straightened 
them in the air behind without dropping them on the water 
and with a forward sweep laid them out a full foot beyond 
130 feet, the spectators cheered and the record was beaten by 
seven feet. 

Mr. Thomas J. Conroy handled his rod well, and in dis- 
tance was the fourth, led only by Hawes and the two Leon- 
ards, and his 110 feet were cleanly laid out. His points in 
delicacy and accurucy were not up to those of the others, 


SINGLE-HANDED FLY-CASTING. CLASS D—EXPERT. 


(This class was inserted in the score book after the list of 
classes and prizes had been published in Forrest anp 
STREAM. It is the light rod expert class, and is a most 
interesting one, and was only omitted by the prize com- 
mittee at first because of lack of prizes to put in it). 

Open to all. Rods not to exceed 11 feet in length nor 5 
ounccs in weight. Scale as in Class A. Judges: H. P. 
Wells, L. Dinwiddie Smith; J. B. Stewart, referee. Prizes: 


1. Cash given by Mr. Martin B. Brown........... .............. $25 00 
2. Cash given by National Rod and Reel Association............ 12 00 
3. One Leonard click reel in leather case, given by Wm. Mills & 
Son, 7 Warren street, New York............. ..... Db sade vi: 10 00 
4. One Levison fiy-book, given by Mills & Sou................... 8 00 
5. One year’s subscription to the Forest AND STREAM.......... 4 00 
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Mr. Leonard drew the first position, and his 78 feet was 
not exceeded; Hawes did not reach it by two feet, but led 
him five points in delicacy and seven in accuracy, beating 
him ten points. This has been the usual position of these 
crack casters, and it is thought that if Reuben Leonard had 
the knack of delivering the flies as gracefully as Hawes he 
would beat him nearly every time. Leonard looks to be the 
most powerful man of the two, as he undoubtedly is, yet 
the battle in fly-casting is not to the strong. 

Thomas Prichard hardly came up to our expectations, for 
we had heard that his father, the famous ‘‘Harry,” whose 
record of 91 feet with a single-handed 8-ounce rod has not 
= been beaten at any tournament,* had been instructing 
nim. 

Thomas Prichard has a slight, boyish figure, and is hardly 
as large as Wallace Blackford, the thirteen-year-old boy who 
cast in the amateur classes. He looks to be about twenty- 
one years old, five feet high, and to weigh about ninety-five 
pounds. We say that he hard!y came upto our expecta- 
tions, for we looked to see him win first, and hoped he 
would, for our sympathies are always with a new man; yet 
he cast well, and while winning only seventh in a class of 
eight, on distance he tied M. E. Hawes, and was only sec- 
ond to the winner and R. C. Leonard. In tke other points 
he was below all, as will be seen by the score. The cham- 
pions may look out for quiet, little, unassuming Tom Pri- 
chard, for some day he will leave them behind. 

Mr. Thomas J. Conroy next surprised the judges with a 





*At the last tournament of English anglers, at the Weish b 
Prichard’s figure was exceeded, but as the cast was made on the 
water and the line afterward taken on shore, stretched and measured, 
we cannot receive the record thus made asa valid one. Our men 
cast from a platform into the water, and the judges were in a boat 
and saw where the line dropped. Under the English mode, no doubt, 
some of the American casts would have exceeded 100 feet. 
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cast of 72 feet, for all knew that it is not two years since he 
first cast.the fly in a tournament, and has only been allowed 
to enter in the ‘‘expert” classes because he is a dealer in fish- 
ing tackle, a cast-iron rule which was found necessary by 
experience. 

Mr. M. E. Hawes, a new man, tied Prichard on distance 
and on accuracy, and Jed him on delicacy, winning sixth. 

Mr. W. W. Abbott, another new face at these contests, 
also barred from amateur contests by Rule 2, cast very beau- 
tifully and won fifth. A stranger in the city, he won friends 
by his cordial manner, and he will be welcomed again. 

Hiram W. Hawes won first again. He was below Reuben 
Leonard two feet in distance but led him twelve in the other 
points. Comment on his style is superfluous, it is simply 
perfect, yet we wish some one would beat him to break the 
monotony of his winning year after year. 

Mr. Hendrix won the Amateur Class B in 1883 with 78 
feet, rods not restricted as to weight, and in this contest tied 
Abbott with 67 feet, and won fourth with five leading him 
on distance. 

Mr. Guthrie was another new man, and his casting was 
neatiy done. He was not up to his competitors in any 
points, yet he showed that he was familiar with the princi- 
ples of artistic fly-casting. 


SECOND DAY. 


The morning in the city seemed to promise a fine day after 
the rain which came at the close of the casting yesterday 
and moistened some of the party who left the grounds late. 
At Harlem Mere the wind gave a promise that the fly-casting 
records would not be broken, and the promise was kept. It 
blew almost a gale from the west, and it was proposed to 
place the contestants in boats and let them cast in shore, 
with the wind. It was decided to stretch the buoy line to 
the north, in the same direction as yesterday, and cast across 
the wind. As the black bass contest came first, it was hoped 
that the wind would abate, but it did not. It was decided 
to hold the latter on the water, but to cast the two follow- 
ing classes, ¢. ¢., ‘‘Heavy Bass” and ‘Light Bass,” on the 
land. These two classes are in the style of casting for 
striped bass (rockfish of the South). and differ only in the 
weight representing the baits used for fish from ten to sixty 
pounds on the coast, and for fish from two to ten pounds in 
the estuaries. 

MINNOW CASTING FOR BLACK BASS. 

This was a style of casting before unknown in the East 
and was made according to the rules and directions of Dr. 
James A. Henshall, who has tried to introduce it in former 
years. The contestants had provided themselves with the 
regulation rods, reels and lines, which had been thought by 
some of our correspondents to be restricted too closely. Never- 
theless one of these, Mr. Levison, changed his rod so as to 
bring it within the rules and cast. The prize list contained 
eleven prizes. Originally it had three more, for Dr. Hen- 
shall had worked faithfully for them, but the prize committee 
doubted whether a sufficient number of entries could be had 
to take them all and obtained the donors’ consent to change 
the three to other classes. The array of prizes was a great 
temptation to ‘‘mug hunters,” and the entries were closed 
with six names without appeal for more, for there were prizes 
to the value of fifty-two dollars more which were at the 
mercy of any duffer who could pay the entrance fee. The 
unclaimed prizes will revert to the Association and be offered 
next year. The prizes were all in fishing tackle and sub 
scriptions to journals. The class was open to all and the 
rules restricted rods to not less than 8 nor more than 10 
feet, nor less than 7 nor more than 10 ounces; reels to any 
black bass multiplying reel, but barred clicks, drags, or any 
device to control the rendering of the line except the thumb. 
Lines were restricted te No 6 (letter H) braided silk, or No 
1 sea grass, or corresponding sizes of other material. The 
weight of the sinker was one-half ounce; the cast to be under 
hand; each contestant to bave five casts, the longest to count, 
and then five minutes for style and accuracy. The score to 
be as in fly-casting, viz.: Distance, the longest cast in feet; 
stvle and accuracy 25 points each. Judges: W. C. Harris, 
M. M. Backus; Rev. Henry L. Ziegenfuss, referee. 
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Mr. Eggert cast first and came out last; he lacked the grace 
with which he casts the fly, and he did not come up to his 
competitors in points. . 

Mr. Hawes seemed well up in the new style as he followed 
Mr. Eggert, and we feared that he was yoing to win here 
and make the thing monotonous. Time proved—but, as the 
novelist says, ‘‘We anticipate.” 

Mr. Leonard followed Mr. Hawes, but did not reach him 
in distance nor in points. 

Mr. Levison, in spite of bis note in Forest AnD STREAM 
that he would not enter in this contest because of the weight 
of the rod, came to the score, and did well in the opinion of 
those who knew that the rod he used was new to him and 
that his summer’s fishing and practice had been done with a 
heavier one. 

Prof. Mayer next followed. He had been casting along 
the shore from favorable points, and many had remarked his 
grace and the ease with which he seemed to deliver his sub- 
stitute for a minnow, but they had no means of judging of 
his distance. Many were surprised when they saw him lead 
them all on distance and also on delicacy and accuracy. For 
particulars, refer to the score above. 

Mr. Mills cast neatly, as he does with the fly, and won 
third with a cast that equalled Hawes in distance, but he fell 
behind him in a contest for points. 


HEAVY BASS CASTING. 


Open to all. Rods not to exceed 9 feet, any reel, line not 
less than No. 9. Casts to be made with sinkers weighing 
24 ounces; to be made in a lane 35 feet wide. Each contest- 
ant to be allowed five casts, his casts within the lines only 
to be measured, added and divided by five, and the result to 
constitute his score. The casts were made on land. Judges: 
William Dunning, Jas. L. Vallotton; Hon. H. P. McGown, 
referee. Prizes: Gold medal given by the National Rod 





FOREST AND STREAM. 


and Reel Association, value $30, and five other prizes of 
tackle, etc. The foliowing score is given in feet and inches: 





| First |Second| Third |Fourth| Fifth | Aver- 


| 
vy 
NAME. | cast. | cast. | cast. | cast. | cast. age. 
| | 

—————_-—_ |__| +--+ 
J. A. Roosevelt... ..| 206 | 207 215 10 | 217 175.06 | 204.03 
fe | 227 ; 2” | 190 223 02 0 128 
E, P. Eagan.......... 139.03 | 112.09 115.07 | 112.10 | 124.06 | 119.02 
Thos. B. Milis 150.08 | 117 127.01 | 157.(8 0 110.05 
R. C. Leonard....... | 111.09 | 117.07 | 66,02 


| 121.04 182.01 | 108.02 


Mr. Roosevelt beat his winning score of 1882 hy nearly 77 
feet, and his winning score of 1883 by nearly 47 feet. He 
seems a sure winner in these contests, and should be a suc- 
cessful fisher for striped bass, as it is said that he is, for his 
distance and accuracy seem to excel. 

All contestants in the above class were allowed to compete 
for the hat offered by Balch, Price & Co., of Fulton street, 
Brooklyn, the longest cast to win without reference to the 
lane, three casts each being allowed. It was won by Mr. 
Roosevelt with a cast of 214 feet 4 inches. ‘lhe following 
is the score of this contest: 


i | se 
NAME. First |Second| Third | Long- 





cast. | cast. | cast. est. 
; sist aeremmeniereaerias a ereiiienee 
es DOING. 5.55500 ssw 2eeeadsameis 214.04 | 173.06 | 205 =| 214.04 
Den RN pci soe a sonusdicbenawsatale 126.04 | 210.04 | 194.09 | 210.04 
Des Nie ARMM Ce isiciecisawre oan ssbicee sae vse 170 169.06 | 175 | 1% 


RC ADOROE 555. wscaned covceswecurs 184.09 | 145.08 | 170.03 | 170.03 


LIGHT BASS CASTING. 


Open to all. Conditions as in previous class, except that 
the sinkers shall be 14 ounces. Judges: Francis Endicott, 
S. M. Blatchford, Hon. H. P McGown. Prizes: Gold 
medal given by the National Rod and Reel Association, 
value $25; books, tackle, etc. The cast was made on the 
ground, as in the heavy bass contest: 





First Second Third Fourth) Fifth. Aver- 


NAME. cast. cast. cast. | cast. cast, age. 
H. W. Hawes........ 148.09 103 134.04 | 187 11 123.03 | 129.06 
R. C. Leonard ....... 142.07 115.09 135.11 | 145 99.01 | 127.08 


Witt: Weod.....:.3; ¢.; 70.08 0 183.03 0 147.11 | 80.05 


SINGLE-HANDED FLY-CASTING. CLASS E—EXPERT. 


Open to all. Rods not to exceed 11 feet 6 inches. Dis- 
tance only to count. Judges: Dr. A. Ferber, A. P. Vree- 
denburgh; Louis B. Wright, referee. Prizes: Gold medal 
given by the Association, value $25—cash $15 aud cash $10, 
given by the Association, and minor prizes. 

This is the champion class, and the wind dissipated all 
hopes of beating the record, for it blew across the course 
fiercely: 

OE Whee: BN oo oes ece Aceves 

80 W. E, Hendrix j 
74 W. W. Abbott. ‘ 
C0) MORON 5 0c sass coencesee de 


BR. C. Leomard.......... 
M. E. Hawes.... 
H, W. Hawes.. 

Thos. J. Conroy 
Thos. Prichard 











We have not the slightest doubt that had the wind been 
favorable, or had it been still, all records would have been 
broken. The cross wind seemed to affect Tom Prichard 
more than most of them, and we think he erred in casting 
parallel with the measuring line instead of on the upper side 
of it more into the wind. The consequence was that his 
line was often blown almost in shore. The gusts favored 
some of the men, but that is something that they must take 
their chances on, for the judges cannot take note of it The 
dinner following the first day and the proceedings of the 
business meeting we give elsewhere. 


THE ROD AND REEL ASSOCIATION. 


AT the close of the first day’s casting at Harlem Mere, a 
t£X few members of the Association sat down to dinner in 
the Metropolitan Hotel, and enjoyed the good things that 
the house affords as only weary anglers can. After dinner 
the meeting was called to order by the president, who con- 
gratulated the members on the success of the first day of the 
tournament and on the attendance of so many iadies and 
gentlemen at Harlem Mere. He then announced that the 
election of officers for 1885 was in order. 

Mr. Backus arose and said that as the present officers had 
given so much satisfaction, and that it was entirely through 
their labors, assisted by the committee to a certain extent, 
that the tournaments have proved so successful, he would 
propose that they be continued. Mr. Vallotton seconded 
the motion, and suggested that, asa matter of form, they 
be voted for separately. The following were elected: 

President, Francis Endicott, Staten Island. 

Secretary, Fred Mather, Cold Spring Harbor, N. Y. 

Treasurer, James L. Vallotton, New York city. 

Mr. Ira Wood said that he would call the attention of the 
Assoviation to the fact that the change in the rules govern- 
ing the scoring for accuracy this year were not, in bis opin- 
ion, as good as those of last year. In previous contests a 
judge was allowed to decide upon this question to the best 
of his ability and give the contestant the figure which he 
thought he deserved, just as in the trials for delicacy. This 
year arule required a contestant to make twenty-five casts 
for accuracy, and for each time the float was struck he was 
allowed one point. Under this rigid rule he had been forced 
to decide against his judgment in the case of Wallace Black- 
ford, whose general accuracy was good enough to warrant 
the judges in giving him twenty points in Class A, when, as 
he only struck the float twice, they could only award him 
two. His line was laid along the float almost every time, 
while others who struck it oftener made some wild casts and 
did not average near as good. He hoped that this rule would 
be changed another year. 

Mr. Hawes agreed with him, and the Secretary was 
ordered to make a note of this to present to the next Com- 
mittee of Arrangements. 

Mr. Mather regretted that Dr. Henshall was not present, 
and read a letter from him saying that he had made all 
preparations to come but was suddenly taken ill. 

After an animated discussion between Messrs. Wood and 
Mather on the object of the tournaments, whether it was to 
make anglers or fly-casters, the meeting adjourned. 
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fishculture. 


THE AMERICAN FISHCULTURAL ASSOCIATION, 


LETTERS READ. 


T= RECORDING SECRETARY: Mr. President, I have received 

a telegram from Mr. W. F. Witcher, formerly Commis- 
sioner of Canada, in which he expresses his inability to attend 
this meeting, on account of family sickness. I have here 
many letters from members and others who regret their ina- 
bility to be present. To read them all would consume the 
morning. I would, however, ask your attention to three of 
them. The first is from the father of American fishculture, 


who writes: 
BEDFORD, Ohio, April 25, 1884. 

DEAR Srr—I am in receipt of the announcement for the 
Washington meeting of the American Fishcultural Associa- 
tion to be held in May. My health is such that it is impossible 
for me to be there. I feel as much interest as ever in this im- 
portant industry. 

What a great debt our country and the world owe to Prof. 
Spencer F. Baird for what he has accomplished in promoting 
this industry. 

I have no weer to be read on that subject at that meeting, 
I would be glad, however, if a correction is made in the report 
of the proceedings of the meeting of 1881. On page 42, under 
the head of ‘‘Fishculture in America,” it is stated that my 
experiments were made in 1853, and that I read a paper before 
the Cleveland Academy of Natural Sciences, detailing my ex- 
periments, Feb. 14, 1854, which is correct. But itis further 
stated in the report that my paper was not printed until 1857, 
wnich is incorrect, and does me great injustice, as it gives Dr. 
Bachman four years of priority of publication (or record). 
My paper was published the month and year that it was read 
before the Academy, in the ‘‘Annals of Science,” edited by 
Prof. Hamilton Smith. 

Iam a or trying to write, lying on my lounge, and 
fear you will find some difficulty in reading my letter. 

Hopmg you may have an interesting meeting, I am, dear 
sir, very truly yours, T. GARLICK. 

P. 8.—The first edition of my book on fishculture was run 
through the Ohio Farmer in 1857. Prof. Ackley, my partner 
in the practice of surgery, never wrote nor published a line on 
the subject of fishculture. 

The next letter comes from across the water, and asks that 
our notices of meetings be issued earlier. It is as follows: 

BERGEN-oP-ZOOM, May 9, 1884. 
To the American Fishcultural Association: 

Mr. CHAIRMAN—Marshall McDonald's letter came yesterday 
to hand, »ot leaving a ghost of a chance to get a hearing for 
= I might have to say in the meeting, either by mouth or 

paper. 

"Flame send in future communications for meeting, if possible, 
sooner, to this side of the great fish pond, to give us time to 
prepare if we have something to say. 

1 remain, dear sir, yours truly, 
C. J. BOTTEMANNE, 
Government Inspector of Fisheries. 

The third relates to the lobster question. It says: 

Boston, April 25, 1884. 

DEAR Sir—I would say in reply to the circular received this 
morning that I regret that i shall be unable to attend the 
meeting of the American Fishcultural Association, which 

romises to be so interesting and instructive. And I earnestly 
1ope the matter in which I am particularly interested (the 
best method for the preservation of lobsters) may be discussed 
und bring out the views of those familiar with fishculture and 
protection in its broadest meaning, for I am confident of its 
importance as compared with other branches of fishculture 
and protection and its intelligent consideration wili in the end 
be of great benetit to the people, for whose good the efforts of 
this Association are directed. With best wishes for a success- 
ful and profitable meeting, I remain, 

Yours respectfully, S. M. JoHNsoON. 

The SECRETARY then read the following letter: 

WASHINGTON OFFICE | 

WORLD’s INDUSTRIAL COTTON CENTENNIAL EXPOSITION, { 

515 Fourteenth street. j 
WASHINGTON, D. C., May 13, 1884. | 
Mr. Marshall McDonald, Chairman Local Executive Com- 
mittee: 

DEAR Sir—Permit me through you to extend to¢he Amer- 
ican Fishcultural Association, an invitation to hold its next 
annual meeting on the grounds and in one of the buildings of 
the World’s Industrial Cotton Centennial Exposition, to be 
held at New Orleans, beginning Dec. 1, 1884, and continuing 
for six months. Any time that your Association may desig- 
nate for said meeting will be acceptable to the Directory, 
which I have the honor to represent. As there will undoubt- 
edly be large displays of fishculture made by both the United 
States Fish Commission, and by the several States interested 
in this great food industry, I think vour Association will de- 
rive both pleasure and profit by accepting this invitation. Be 
assured that the Executive Managers of the Exposition will 
do all that in them lies to make your annual meeting next 
year—if held at the ——< 2reat success. 

ery respectfully yours, 
E. A. BurKE, Director General. 

Mr. Worth offered a resolution as follows: 

Resolved, That if the United States Fish Commissioner makes 
a fishery display at the World’s Exposition; that the fishermen 
of the country be requested to meet in convention the American 
Fishcultural Association there at its next annual meeting. 

Dr. Hudson then offered: 

Resolved, That the thanks of the visiting members of the 
American Fishultural Association are hereby tendered to the 
various local committees for ther cordial reception, and take 
.this opportu:.ity to express their appreciation of the efforts 
which have been made to render this fourteenth annual re- 
union the most successful since the organization of the Associ- 
ation. 

The president announced that after adjournment the Associ- 
ation would call upon the President of tue United States. as 
had been arranged. On motion the Association adjourned to 
meet at the call of the Executive Committee. At 11 o’clock 
A. M. the members were introduced to President Arthur by 
Professor Baird. At noon Professor Baird convened a meeting 
of the State Fish Commissioners in the office of the assistant 
director of the Museum. 









CARP ON LONG ISLAND.—We have noted the fact that 
the Ichthyophagous Club served carp from Prospect Park, 
Brooklyn. We have since seen a fish from the same waters 
which was only four years old and weighed nine pounds. It 
lay on the slabs at Mr. Blackford’s, Fulton Market, where 
four years ago itswam with hundreds of its kindred, which 
were then about two inches long. No doubt carp culture will 
pay, to a limited extent, on Long Island, for the demand for 
the tish by the Germans, to whom it smacks of Vaterland, will 
consume a goodly quantity. On Monday last a Long Island 
farmer brought Mr. Blackford 100 pounds of carp which he 
had taken out because his ponds were too full of fish, and 
these were all sold within an hour. 


PROF. GILBERT.—We learn that Professor Charles H. 
Gilbert, recently Instructor in Zoology in Butler University, 
Irvington, Ind., and well known by his labors in ichthyology 
with Prof. Jordan, has just been appointed Professor of 


Biology in the University of Cincinnati. 








A \imely book is Henshall’s “Camping and Cruising in Florida.” 
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Oct. 30, 1884.] 


Che Kennel, 


FIXTURES. 


BENCH SHOWS. 


Dee. 16, 17, 18 and 19.—Third Bench Show of the Southern Massa- 
chusetts Poultry Association, Taunton, Mass. Wm. C. Davenport, 
Assistant Secretary. 

Dee. 30, 31 and Jan. 1, 2, 1885.—Bench Show of the Meriden Poultry 
Association, Meriden, Conn. Joshua Shute, Secretary. 

Jan. 1U to 14, 1885.—World’s Exposition Bench Show, New Orleans, 
La. Mr. Chas. Lincoln. Superintendent. 

Jan, 27, 28, 29 and 80.—Annual Bench Show of the New Brunswick 
Poultry and Pet Stock Association. Mr, H. W. Wisson, Secretary, 
st. Johns, N. B. 

March 3, 4, 5 and 6, 1885.—Second Annuai Bench Show of the Cin- 
cinnati Sportsman’s Club, Cincinnati, O. Charles Lincoln, Superin- 


tendent. 
FIELD TRIALS. 


Nov. —.—Third Annual Trials of the Robins Island Club, Robins 
Island, L. I. Open to members only. Mr. A, T. Plummer, Secretary 

Nov. 17.—Sixth Annual Trials of the Eastern Field Trials Club, at 
High Pomt, N.C. W. A. Coster, Secretary, Flatbush. L. I. 

Nov. 17.—First Annual Trials of the Fisher's Island Club, Fisher’s 
Island, N. Y. Open to members only. Mr. Max Wenzel, Secretary, 
Hoboken, N. J. 

Dec. 2—Second Annual Trials of the Pacific Coast Field Trials 
Club at Walltown Timber, Cal. N. E. White, Secretary, Sacramento 
Cal. 

Dec. 8 —Sixth Annual Trials of the National American Kennel Club 
at Canton, Miss. D. Bryson, Seeretary, Memphis, Tenn. 

Dee. 15,—Southern Sportsmen’s Association Trials, Canton, Miss. 
Mr. T. K. Renaud, Secretary, New Orleans, La. 








A. K. R. 


y iap AMERICAN KENNEL REGISTER, for the registration of 

pedigrees, etc. (with prize lists of all shows and trials), is pub- 
lished every month. Entries close on the Ist. Should be in early. 
Entry blanks sent on receipt of stamped and addressed envelope. 
Registration fee (25 cents) must accompany each entry. No entries 
inserted unless paid in advance. Yearly subscription $1. Address 
“American Kennel Register,” P. O, Box 2832, New York. Number 
of entries already printed 1644, VolumelL., bound in cloth, sent 
postpaid, $1.5¢. 


THE NEW YORK NON-SPORTING DOG SHOW. 


r hers first annual fall dog show of the Westminster Kennel 

Club, held at Madison Square Garden last week, although 
devoted mainly to non-sporting dogs, was a decided success. 
After a hurried glance at the dogs, we stated last week that 
the quality of the exhibit was better than we had before seen. 
A careful examination corroborates this opinion, and we con- 
gratulate the breeders and owners of the animals shown upon 
the manifest improvement that has been wrought within the 
past few years. This improvement extends to nearly all 
breeds, but is more apparent in the St. Bernards, mastiffs, 
collies and fox-terriers; each of these classes made a very good 
show of itself. Mr. Lincoln never managed a show to the 
better satisfaction of all concerned than this one. The bench- 
ing of the dogs was admirable, the open benches being a great 
improvement upon the old style where each dog was ina 
stall by itself. The wire cages in which the small dogs were 
shown should be adopted by every show; they are open on all 
sides, and visitors have a much better view of the dogs than 
under the old plan, Better progress was made on the first 
day with the judging than has usually been the case. A still 
further improvement is called for, and we hope that the man- 
agers of all bench shows will seriously consider this question 
and decide to have all judging completed on the first day of 
the show. 

One of the most important objects of the dog show is the 
education of the public as to the points and characteristics 
peculiar to each breed, and in no way can this object be 
attained better than by placing before them as early as possi- 
ble the official opinion as ‘to the relative merits of the animzls 
exhibited. 

The weather during the show was very good, except that 
there was one rainy evening. The attendance was not up to 
the mark of the spring shows, although it was very good and 
we presume —— to meet the expenses. All of the judges 
examined their dogs very carefully, and we are sure that their 
decisions were rendered impartially. Some of the decisions 
we could not agree with; our reasons will be found in our com- 
ments upon the dogs. 

Mr. James Mortimer, of New York, judged the mastiffs, St. 
Bernards, fox-terriers, sheep dogs, bulldogs and_bull-terriers; 
Mr. J. F. Kirk, of Toronto, Ont., Newfoundlands, black and 
tan terriers, hard-haired Scotch terriers, rough-haired terriers, 
Dandie Dinmont terriers, Irish terriers, Bedlington terriers, 
Skye terriers, Yorkshire terriers, toy terriers, King Charles 
spaniels, Blenheim spaniels, Japanese spaniels, pugs, Maltese 
terriers and Dalmatians; Mr. Joseph R. Peirson, of Bucking- 
ham, Pa., greyhounds, deerhounds, Italian greyhounds, and 
—- classes,and Mr. John G. Heckscher,of New York, 
poodles. 

MASTIFFS—(MR. MORTIMER). 


These grand dogs formed even a better class than those on 
view at the National Breeders’ show, but they were scarcely 
handled in the same masterly manner. The judge, however, 
got through his work fairly well. In the champion dog class 
Hero II. had a walk-over, and his condition is better than we 
have seen it since he made his debut at the New Haven show 
last spring. Like his sire he is a big dog, witha good coat 
and color, and he stands well on his forelegs, which could be 
improved by more strength. He is not short or square enough 
in head, and is a trifle heavy in ears; he is also slack behind 
the shoulders, faulty in the pasterns, too thin in tail, and in- 
clined to be leggy. In the ladies’ class Dolly Varden had to 
stand down and make room for Princess Royal, a decision 
which we indorse. Dolly is not dark enough in muzzle or 
ears, neither is she blunt enough in muzzle. Her eyes, too, 
are light in color, and the superabundancs of dewlap is a 
serious blemish. She is on the small side, but stands on the 
best of legs and feet, and has a fair good body. Princess, who 
by the way is a full sister of Dolly, has altogether a different 
type of head, and itis a better head. She toois not suffi- 
ciently dark in muzzle or ears, but is shorter and bluoter in 
muzzle. But for being too much ‘‘dished” she would have a 
very good head. There is too much dewlap, but not so much 
as seen in her sister, and she is a bigger bitch, has fair length 
of body, and moves well. She was not in good condition. 

Homer, in the open dog class, repeated his Philadelphia 
victory, and was well placed; he was fully described in our 
last issue. Next to him came Zulu, a dog with an entirely 
different type of head, and one we do not like. He is frog 
faced, has badly carried ears, and not being a big dog, we fail 
to see why his fairly good body should have got him so high 
ou the list. After Homer we preferred Hector, Ilford Crom- 
well, and Hildebert. The last named is a fairly good young 
dog, a little leggy at present, a bit dished in face, and faulty 
in carriage of tail. He was not even commended, though he 
is decidedly better than others more fortunate. Hector is a 
nice little dog, good in coat and color. He has a good skull, but 
it is not blunt enough in muzzle, neither does he carry his ears 
comme il faut;.we could also improve upon him at his 
shoulders and pasterns. Ilford Cromwell is spoiled by his very 
bad eyes, and though his muzzle is deep it is long. He is on the 
small side, and should be exhibited in better trim. Dan, c., is 
fiddle faced. Agrippa is good in body, but he lacks size, and 
is long in muzzle and faulty in ears. Duke of Kent is good in 
legs, teet and body, but he is snipy, heavy in ears, shreate, 
Coarse in coat, and short in tail. Dred lacks character, he is 
far too log from eyes to nose, and has little girth of muzzle, 
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his ears are badly carried. He is a fair sized dog and received 
his card on this account no doubt. 

In the next class Lorna Doone, a handsome daughter of 
Crown Prince and Ilford Baroness, scored an easy win, and 
the issue was never in doubt. She is too small ever to 
be a really first class specimen, but she is a good bitch. 
Little fault can be found with her nice massive head, full of 
mastiff character as it is, Her color is of a high order, the 
black markings being dense in color and correctly distributed. 
True she is light in eyes and a trifle slack in the back, but 
these faults almost sink into insignificance alongside her many 
good qualities. Such is the good-looking daughter of the great 
Crown Prince. Queen II. came next, followed by Lorna 
Doone’s sister, Liberty. A very critical report of these 
bitches appeared in our last issue. We would have given the 
third prize to Aydah instead of to Liberty, for reasons given 
in our report of the National Breeders’ Show. Hebe is a nice 
type of bitch, but much too small. She has a nice, well- 
wrinkled head, the appearance of which is not improved by 
her heavy ears. Monmouth Meg did not deserve a card, being 
a poor specimen throughout, and not at all the equal of Juno, 
eee on‘equal terms with her, or Fairy, also commended. 

uno has fair good head and ears, but is too small, whereas 
the daughter of Beau and Stella is a big bitch, too long in the 
muzzle, a bit light of bone, and high on the legs. 

In the class for puppies under twelve months, the first and 
second prizes in each class were awarded to the Winlawn 
Kennel, decisions we do not indorse. In the first place, these, 
pee were entered as a litter in Class 5, and, seeing that the 
rules of dog shows distinctly state that entries cannot be 
altered after they are received by the secretary, we fail to 
see why two of them were on the first day of the show trans- 
ferred to Class 6 and awarded the prizes in that class. In the 
second place, the entrance fee for a litter of puppies is $5, and 
if the puppies we allude to were allowed to compete peeeney 
the fees would be $12 for the four puppies and $5 for the bal- 
ance, making in all $17. If $17 were not paid at the time the 
entries were made (in accordance with the rules of the show) 
we cannot see that the entries were valid. The dissatisfaction 
expressed was loud and prolonged, and we are certainly of the 
opinion that rules are useless unless enforced, or if they are 
carried into effect in some cases and disregarded in others. 
It is impossible for exhibitors to lodge a protest, seeing that 
one of the rules of the show requires that protests be lodged 
“immediately” after the awards are made, and immediately 
may be construed as meaning before the dogs leave the ring. 
It is to be hoped that the new association will take hold of 
such questions and bring impartial legislation to bear on them. 

The prize winners in the class for dog puppies are little else 
than dwarfs if five months old, as represented in the cata- 
logue. They are light in eyes, heavy in ears, and domed in 
skull. By far the best dog in the class was Vulcan, he. He 
has a fair, good head, but isa bit heavy in ears; color, coat 
and bone good; legs, feet and body also good. Though but 
four months old, he is three times the size of either of the 
winners. Leo II. did not deserve the vhe. card, having a bad 
head and ears, and by no means a faultless body. The winning 
bitches have the same faults as the dogs, and outside the ques- 
tion of the legitimacy of the entries. we do not think they 
—_ have beaten the entries of Mr. Gregg or that of Mr. 

ead. 

ST. BERNARDS—({MR. MORTIMER). 


A really good lot of St. Bernards faced the judge. The St. 
Bernard classes are now coming to be well filled, and seeing 
that the breed is not an easy one toadjudicate upon we would 
suggest the advisability of appointing aspecial judge. Strong 
classes call for the appointment of judges who have made a 
specialty of such classes, or for men who have owned, bred 
or successfully exhibited in them. That the judge worked 
hard and conscientiously we firmly believe, though several of 
the awards were not well made. The champion rough-coated 
class brought out the three cracks—Duke of Leeds, Bonivard 
and Hermit. Bonivard (the best of the lot) was withdrawn, 
and his kennel companion had no rma, Ag beating Hermit, 
who was not in the best of condition. e hasa fair good 
head, lots of bone, and stands on the best of forelegs and feet, 
but he has light eyes, is faulty in loin, and does not move well 
behind. The Duke is a big, fine dog, and claims a pair of fore- 
legs and feet of the correct pattern. He hasa good head, 
which, however, lacks expression, and he carries his tail too 
high. We would also prefer him with more coat. Neverthe- 
less he takes rank among the best of his brethren, and is 
worthy his distinguished position. 

Gertie, in the corresponding bitch class, had matters all to 
herself, Lady Abbess being on vocation; she is a nice bitch, 
good in length of body, legs and feet. She is a bit cheeky, 
snipy, carries her tail too high, and would be none the worse 
with more coat. 

The open dog class introduced to us a truly grand dog in Mr. 
Fred W. Rothera’s Otho. Heis one of the grandest fronted 
dogs we have ever seen. His head is a study and his forearm 
we have never seen surpassed, he is also an immense upstand- 
ing dog. His faults lie behind his last rib; he stands too 
straight behind, and carries his tail, which is not long enough, 
too high; a few inches more in length of back would also im- 
prove his appearance. He is only a young dog and being of 
such large proportions he is not yet at his best, and will not be 
until he is three years old. We predict for him a brilliant 
future. Czsar, faulty at both ends, came next, followed by 
Dare, a well built young dog, possessing capital legs and feet, 
but snipy and light in eye. Samson took the reserve card, he 
and Cesar were fully described in our last, as was also the 
he. Rene. Bernard is faulty in loin, coat and stifles. 

Rhona won again for Mr. Hearn in the next class, a decision 
we cannot indorse. In the first place she is undershot (a seri- 
ous fault), is short in head and heavy in ears; her hindquart- 
ers stand considerably higher than her shoulders, and she car- 
ries her tail too high. We should have placed Stella first. She 
is good in body, legs and feet, and is a taking-looking bitch. 
She carries her tail a bit high, is snipy, and would be im- 

roved by more coat; her gait, too, is not of the best, but_we 
thought her points the best bitch in the class. Empress does 
not possess the necessary markings for a winner, is plain in 
head, light of bone, and would do with more coat. body 
and hindquarters she is good. Regie is light of bone, snipy, 
out at elbows, slack in back and faulty in feet, hind parts 
fairly good. A much better bitch is Norah, c., with her fairly 
good head and general proportions. She is light of bone and 
her markings are not good, but she deserved a better fate. 

The rough puppies were not good classes. Bonaparte has 
some good legs and feet to commend him, but how about that 
tail? Filibuster is a well-grown youngster, faulty in muzzle 
and tail. Joyeaux must have considered himself in luck’s 
way with the vhe. card; he was not, in our opiuion, worth 
notice. Esme, the winnmg bitch, is never likely to develop 
into a show dog, and the same may be said of Spiranza. The 
prizes should have been withheld in this class. 

The smooth-coated champion Don Il. is a very good dog; 
good muzzle, body, legs, feet and size. His high-carried tail 
is his worst fault, and we would prefer him shorter on the leg, 
and with a stronger forearm. 

In the bitch class Leila of course won. She is a magnificent 
specimen, and the St. Bernard does not live in America that 
can beat her. Her head is perfection; we have never seen its 
equal, and in body, legs, feet and size she has few equals. We 
fail to see more than one fault in her—a badly carried tail. 

St. Botolph in the open dog class deserved the winner’s card. 
He is good in head, legs, feet and body, but is a bit straight 
and weak in the stifles and faulty in tail. Verone, placed 
second, we thought very lucky. He has just a fair head and 
plenty of bone, but is hollow in the back and crooked in fore- 
legs. He was not in good condition. Royalist we do not like, 
though he is of fair size and stands on legs and feet. 
We do not like either his head, tail or stifles. Second prize 


269 


was, in our opinion, easily secured by Guard. He has a good 
body, fair head and ears, also good legs and feet. He curls 
his tail, which is his worst fault. Gluck is too small. Don 
Pedro is good in body, legs and feet, but faulty at both ends. 
Tn the bitch class Daphne won first, and we venture to say 
will never again repeat the performance over such a bitch as 
Her Majesty, who had the easiest possible win. This is a 
really good bitch and beats ne all over, — in 
bone, and in this respect Daphne has the best of it. © beats 
Daphne all to pieces in head, ears, body, tail and size; there 
was nothing in the class to approach her let alon2 beat 
her. Nestor, inthe dog puppy class, should have won easily 
o—- He is good in body, legs, feet and color, but is fine in 
muzzle and straight in the stities. The winner has a plain 
head, carries his ears badly, and lacks St. Bernard character. 
Rector IT. has the fault of his sire, but he is a big, well-grown 
puppy, possessing a good body. We preferred him to the 
winner. We do not know why Valentine, Jr., got a vhe. card. 
He has a very bad head, ears and hind parts, and is cock- 
eyed. We should not have given him a card. Ion is straight 
and weak in stifles and is undershot, which we believe to be 
very serious faults. As the winning puppies were only two 
months old, we will not enter into a criticism of them. 


NEWFOUNDLANDS—(MR. KIRKE). 


We are sorry to find these handsome and intelligent dogs 
not to be making the slightest improvement, and on this occa- 
sion there was not a good one on view. Major, the winner, is 
of fair size and has a good coat, but his ring tail and faulty 
head will keep him back in good company. He shows the 
haw, which is a serious fault. Sam is too curly and carries 
his tail up too high, and Ben is not ashow dog. Juno is faulty 
in head and ears, and Nellie is much too curly. Jumbo has a 
grand dignified head, but it is not the head of a Newfoundland. 
The awards in these classes were properly distributed. 

GREYHOUNDS—(MR. PEIRSON). 


In the class for champion dogs there was the usual meeting 
of Friday Night and Bouncing Boy. Friday Night won, but 
we cannot tell why, seeing that the same judge put Bouncing 
Boy before him last spring. The decision is the more unac- 
countable when we call to memory the fact that when 
Bouncing Boy won he was in very poor condition, only 
having left the steamer a few days before he was 
shown, whereas on this occasion he was looking well. 
Perhaps the judge will kindly explain the inconsistency of the 
award. There were no champion bitches, and in the open dog 
class the blue ribbon was given to Dell, who lacks liberty be- 
hind and is not good in head. Master Donald, strong in head, 
heavy in shoulders and straight behind, came next, but we 
preferred the vhe., Doubleshot, notwithstanding his bad feet 
and lightness of bone. The class was a poor one. In the bitch 
class the recently imported Mother Demdike had a clear win, 
and although she is a good bitch, and is unquestionably 
the best of her breed in the country, we must con- 
fess that she does not fulfil our expectations. She bas 
a splendid head, which could only be improved below the 
eyes, and there but a trifle. Her eyes might, to advantage, be 
smaller and darker. She has a long, well shaped and well 

laced neck, but we would like to see it a bit cleaner. In chest, 

oins and feet she is very good, and she shows considerable 
muscular development behind; her tail, too, is first-class, and 
her gait is perfection, and unless she can go out of slips at a 
rattling pace, her looks belie her. Her worst fault is a defi- 
ciency of bone in the forearms, and she is a bit flat in the 
back. Begonia came next, but we do not know why, for at 
the last New York show the same judge withheld the prize 
from her for want of merit. On that occasion School Girl 
won, now School Girl is put behind Begonia, though shown in 
better condition. The judge will perhaps explain his reasons 
for reversing his decisions. Honor Bright was outclassed in 
this company. Outside the question of her size, she is plain in 
head and heavy in shoulders. 
DEERHOUNDS— (MR. PEIRSON). 

The champion class was divided for dogs and bitches, Roy 
and Lorna II. being the winners. Roy is faulty in ears, ex- 
pression, bone, second thighs and coat. He is just a fair speci- 
men. Lorna II. lacks size, is faulty at the shoulders and stilty 
behind; legs, feet, coat and head fairly good. In the open dog 
class Mac had an easy win, and is the best dog in the country 
that we have seen. He is a bit weak in the pasterns and would 
do with another rib. We did not like Bruce for second, as he 
is soft in coat and weak in the quarters. Our choice was 
Spring, vhe., who has a fair, good head, but is a trifle soft in 
coat and light in second thighs. Borva is short in coat and 
woolly, and not entitled to the vhe. card. The bitches and 
puppies were a wretched lot and call for no comment. 


FOX-TERRIERS—(MR. MORTIMER). 


In the champion dog class old Brokenhurst Joe was awarded 
the prize. In our opinion he shouid never have been 
entered for competition, let alone have been awarded the 

rize. Every dog has its day, and Joe has had his. In 
oins and hindquarters he has gone all to pieces, and his mouth 
is finished. His faulty feet and lack of bone—faults of his 
youth—have been intensified with age, and he should be 
withdrawn. To perform the work of a terrier a dog must 
have a sound mouth to commence with, or how can he draw 
his game? Dogs should be judged according to what they are, 
not what they were or what they should have been. Joker is 
growing cheeky and lacks expression. His legs and feet are 
good. No champion bitches were shown. In the open dog 
class premier honors were given to Belgrave Primrose, a de- 
cision we cannot indorse. He stands on the best of legs and 
feet, and has plenty of bone, but his long, open coat, plain, 
expressionless face and badly carried ears and tail should 
always keep him back in good company. Scarsdale, placed 
second, was in his proper place; and then followed Raby 
Tyrant, who should have won with consummate ease. As one 
of the best judges in the country put it, “che is worth more 
than all the other dogs in the class put together.” A full descrip- 
tion of this dog and Scarsdale appeared in our last issue. Butt 
has seen his best days, and was not worth a card in his present 
condition. Warren Jim is too leggy and long cast, faulty in 
feet and wanting in expression. In head and coat he is fair] 
good. Grover is a weed and did not deserve his card in suc 
company. Dick is too Jarge, short in face and wide in skull. 
His legs and feet are good. Brokenhurst Spice II. has a plain 
head, but his legs, feet and coat are the correct thing. Sancho 
did not deserve a card, being soft in coat, leggy, shallow, 
sheepish in expression, and faulty in loins. Jack, not noticed, 
is a better dog, though he is strong in skuJl and weak in jaw. 
We do not like the winner in the bitch class as she is prick- 
eared, plain in head, and slack in the back. Viola, placed 
second, is too light, wide in chest, round in skull, and long in 
back. She does not carry her cars well, but we think her a 
better bitch than Dance. Clover Belle is long in the back and 
weak in jaw. Jaunty, one of the best in the class, was not 
noticed. Vixen did not deserve a card, she has some nice 
black and tan markings which appear to have covered a mul. 
titude of faults. This was a poor class. Whitethorn beat 
Tyke in the wire-haired class, and properly so. He is at present 
out of coat, is cheeky, a bit light of bone, and not so good in 
feet as he should be, but he won well. Tyke has grown all to 

ieces and is not the Tyke of old. The puppy classes were a 
} ore both in numbers and in quality. As will be gathered 
from our criticism, the fox-terrier classes were not well 


judged. 
SHEEP DOGS—(MR. MORTIMER). 

The collies were a grand lot all through, many of the best 
kennels being well represented. Mr. Mortimer handled them 
fairly well. In the champion class Robin Adair was alone, 
Lorne not putting in an ae. We first saw Robin at 
Washington, in March, 1883, shortly after his arrival in this 
country, and although he was not in good condition, we 
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thought him an excellent animal. He was shown a month 





































































































& poor eye, and was lacking in top coat, but otherwise he is a 
capital animal, very well put together, and one of the best 
movers we ever saw.” The same description holds good now. 
He still retains his good form and his easy way of going, but 
he still is lacking in topcoat, and it would seem that this most 
serious fault is permanent. Zulu Princess also had a walk 
over inthe champion bitch class. She was nursing a litter, 
and of course was not looking her best. She is a very nice 
bitch, with good head, body, legs, feet and tail, and a capital 
coat, but her ears are badly carried. In the open of, 


blue enough on the back. 


there were a lot of excellent animals. Bruce of the Fylde, 
winner of first, showed up in better form than at Philadelphia 
last month. He hasa good head, but his rather heavy ears 
detract somewhat from its appearance; his shoulders, body 
and loin are good, and he has capital hindquarters, legs 
and feet; he has a good tail, which is properly car- 
ried, except when in company with er dogs, 
when he “hoists his flag,” as he has a_ perfect 
right to do, although it does not add to his good looks; his 
coat is very good indeed, his frill and ruff being perfect. The 
topcoat is not so hard as we like to see. No dog can be kept 
under cover without deteriorating in this t, and un- 


were — pretty. There were six in t 
all bu 
well placed. 


Maltese at all. 
TOY SPANIELS—(MR. KIRK). 


but she is too long in the face, her ears are too short an 


fault. He is of nice size and beautiful color, with a great deal 
of collie character and lots of quality. He does not move 
quite so free and easy behind as he should, but, taken alto- 
gether, he is the best one we know. Foxey and Sable, second 
and third, are a nice stamp of dog, and make an excellent 
brace. Both are well formed and fairly well furnished. Sable 
has not so good a head as Foxey. Robin and Jack, both vhe., 
also owned by Mr. Van Schaick, deserved their cards. Neither 
has a first-class head, and Jack carries one ear badiy. Guido 
Rene and Nelson, Jr., also received the three letters. Both 
are well-formed, eee animals. Denald, he., we 
also liked for the three letters. eis of good form and moves 
very well. His head is not first-class, and he carries his ears 
badly. Scott Free, also he., impressed us as being a good one, 
although he was badly shown. Roy lacks character, and one 
letter in this case would have been sufficient. The bitch class 
was also full of quality. Effie, winner of first, although 
nursing puppies, was in better condition than we have 
ever seen her. She is a very sweet bitch, and were 
she stronger behind she would be about as good as any. 
Our old favorite, Meg, was placed second. She is a beautiful 
animal, but her small size and ugly color, about her only faults, 
will always be against her. Effie Dean (Hyland’s) was placed 
third; there was not much to choose between her, Lass 0, 
Lowrie and Terry’s Effie Dean, both vhe. All are good, with 
fair heads. The winner is a little soft in coat, and neither of 
the others are in good coat. Lass o’ Lowrie is the most taking 
looking, but has too much curl in her tail. Jean, also vhe., 
deserved her card, although she is not so good in head as the 
others, and was also short of coat. The winning dog puppy 
we did not see except in the judging ring. He moves well and 
appears to be well formed. Dandy, the second prize winner, 
is very promising. The two winners in the bitch class com- 
pletely overshadowed the others. Lady of the Lake, who won 
first, is one of the most promising young ones that we have 
seen, and if she goes on all right, she wili‘ ‘Eclipse’ some of the 
cracks next year. Her litter sister easily captured second. 
She is also good, but not nearly so good as Lady. The others 
were a fair lot. We thought them well placed. 


BULLDOGS—(MR. MORTIMER). 


Mr. Mortimer was at home with these classes, and the 
awards were carefully and well made, which supports the 
opinion we have so frequently expressed, that a man cannot 
successfully judge classes with which he has had no experi- 
ence, either as exhibitor, breeder or owner. The — 
— were described in our report of the National Breeders’ 

ow. 


ried, besides which she is cock-eyed. 


ners at the National Breeders’ show. 
PUGS—(MR. KIRK). 


they did. T 


ig i 
white claws. Charlie di 


muzzle, was in her cage. We sho 
card to Mr. Hammond’s ten-months-old litter. 


ITALIAN GREYHOUNDS—(MR. PEIRSON). 


BULL-TERRIERS—(MR. MORTIMER). 


These classes were also well potas In the heavy weight 
class Grand Duke was alone. e is a good dog and was 
well shown. His faults are a high carried tail, a slightly 
undershot mouth, and a little fullness at the cheeks. eis 
also a trifle lippy. President, in the heavy weight open dog 
class, scored an easy win and is a fair specimen. He is a bit 
leggy, light of bone, and open in feet. Punch has a dished 
face and is cheeky, and the brindle patch on one eye does not 
improve his chances of success. Cassar and Chip might come 
out of a fight with credit, but they must not look for success 
at Madison Square Garden. In the bitch class Victoria was 
alone, she is a niceish bitch, a little faulty in head and back. 
There were no champion light weight dogs and in the corres- 
ponding bitch class Little Maggie had matters all to her- 
self. She is a sweet little bitch, a trifle slack in the back and 
short in tail, she is also a bit fullin eyes, and her face is too 
much dished. Her legs, feet and bone are of a high order. The 
open light weight classes were very poor, and we should have 
withheld the prizes, and followed suit in the puppy class. 


TERRIERS—(MR. KIRK). 


We expected to see a much better cliss of black and tans 
than was on view. Bessy won easily enough, and though she 
is a nice bitch she is no crack, being faulty in muzzle, cheeky, 
wide in front, and her face markings are not distinct. She is 
good in color, and stands well on good legs and feet. 

The hard-haired Scotch terrier class had but three entries. 
Rosie, winner of first, although a mongrel, is a good speci- 
men of a kind much in favor in some of Scotland. 
Scotch, second, appears to be a cross between a Yorkshire and 
a Scotch, and has too soft a coat for the class. Ginger, un- 
noticed, is a fair dog, but should have been in the next class. 

In the rough-haired class first went to Sir Garnet, an Aire- 
dale, lacking terrier character and off color; he has too much 
lumber aod too open a coat. Vic, second, is a rather nice 
little bitch; we preferred her for first place. Paddy, unno- 
ticed, is a nondescript, with no pretension to beauty or breed- 


well placed. 
POODLES—(MR. HECKSCHER). 


hair has not changed materially. They were well judged. 
DALMATIANS— (MR. KIRK). 


and mixed with white. The prize was properly withheld. 
MISCELLANEOUS—(MR. PEIRSON). 


The police dog Nigger Jim, who has a very interesting history, 
was the recipient of many kind words as well as a specia 


and property. Following is a full list of the 
AWARDS. 


fawn, 2lmos. (Cato—Queen II.); 2d, James Smieton, Jr.’s Zulu, 


Ilford Cromwell, brindle, 4yrs. 7mos, (Cardinal—Cleopatra). Very 
high com., Shaw & Bates’s Agrippa (A.K.R. 449); Shaw & Bates’s 
Duke of Kent, fawn, 28mos. (Bond’s Zion—Bestall’s Fan); Winlawn 
Kennel’s Hector, fawn, 15mos. (Nevison—Venus). High com., Mrs. 
H. Kisteman’s Rover, fawn, 2iyrs. Com., Harry Hill’s Dan, 
fawn, 3yrs. Bitches; 1st, The Ashmont Kennel’s Lorna Doone, 
fawn, 2i44yrs. (Crown Prince—Ilford Baroness); 2d, Winlawn Ken- 
nel’s Queen II., fawn, 34yrs. (Kmperor—Queen); 3d, Winlawn Ken- 
nel’s Liberty, fawn, 2iyrs. (Crown Prince—Ilford Baroness). Very 
high com., ey A. Ward’s Hebe, fawn, 20mos. (Cato—Queen II.); 
Herbert Mead’s Aydah, fawn, 2yrs. (Pasha—Baroness). Com., Her- 
bert Mead’s Fairy, stone fawn, 3yrs. (Beau—Stella); Edward S. Por- 
ter’s Juno, fawn, 2yrs. (Turco—Queen IT.); Wm. R. MacDiarmid Mon- 
mouth Meg, fawn, 3yrs. (Salisbury — Tigress); C. D. Arthur’s 

ueen, fawn, 2yrs. (Harold—Dido). Puppres—Dogs: 1st and 2d, 

Yinlawn’s Kennel’s unnamed, fawn, 5mos. (Homer—Queen II,). 
Very high com., A. M. Dodge’s Leo II., 3yrs. (Leo I.—Monmouth 
Mona). igh com., C. D. Arthur’s Vulcan, fawn, 4mos. (Black Prince 
—Queen). Com., Mrs. H. Kisteman’s puppy, imported. Bitches; 1st 
and 2d, Winlawn Kennel’s unnamed, fawn, 5mos. (Honier—Queen 
II.) Very high com., Herbert Mead’s puppy, June 3, 1884 (Leo— 
Leonice). High com., J. A. S. Gregg’s Spartan (A.K.R. 1151). Com., 
J. A. S. Gregg’s Belle, fawn, 7mos. (Nevison—Brenda). 


ST. BERNARDS.—RovexH-CoaTED—CHAMPION—Dog; E. R. Hearn’s 
Duke of Leeds, rich orange, brindle and white markings, 24yrs. 
(Mount Sion II.—Novice). Bitch: E. R. Hearn’s Gertie, rich orange 
and white markings, 4yrs. (Nero—Clio).—OpEN—Dogs: 1st, Fred W. 
Rothera’s Otho (A.K.R. 483) ;2d, Forest City Kennel’s Cesar (A.K_ R. 22); 
8d, Leonard F. Beckwith’s Dare, 14mos. (champion Bonivard—Elsa). 
Very high com., Clovernook Kennel’s Samson, tawny and white, 20mos, 
Monk Il.—Sheila). High com., J. W. Burgess’s Rene (A.K.R. 410); 
ward Spencer’s Bernardo, white and tawny, 6yrs. (Alp— —). Com., 
Schoonhoven Kennel’s Schoonhoven (A.K.R. 795). Bitches: 1st, E. 
R. Hearn’s Rohna, dark orange and white,1yrs. (Rollo—Queenie I[.): 
2d, Rodney Benson’s imported Stella epi Bae 8d, W. Young’s 
Empress, orange and white, yrs. High com., J. W. Burgess’s Regie 
(A.K.R, 25). Com., Fleetw Kennel’s Norah, white, brown and tan, 
_ (champion Bonivard—Regie).—Puppres—Dogs: 1st, Schoonhoven 
ennel’s Bonaparte, tawney, orange and waite, 5mos. (champion 
Bonivard—Abbess); 2nd, Schoonhoven Kennel’s Filibuster, orange, 
tawny and white markings, 8mos. (champion Fido—Sheila). Very 
high com., Millbrook Kennel’s Joyeaux, orange, tawny and white, 
6mos, (Cesar—Theon. Bitches: ist, Fred W. Rothera’s Esme, orange 


ing. 

The Dandie Dinmonts, with the exception of the winners. 
were not so good as we expected to see. Kelpie was place 
first. She is a very nice specimen; her coat was not in good 
condivion. Peel, c., is a fair specimen, with a coat and color 
that we like. Wasp, alsoc., is bad in front, weedy, and has 
= sott acoat. Nellie, unnoticed, looks like a weedy York- 
shire. 

In Irish terriers first went to Sheila, a good-bodied animal, 
with a good coat; she has a weak head and isa little light in 
bone. Slasher, second, is also of good form, but his coat and 
ear are all wrong. Nellie, hc., has a Scotchy look about her 
that leads us to think that she was in the wrong class. 

Tn the class for Bedlingtons there were only two, both good 
ones, with net much to choose between them. Jim, iooking 
his best, was alone in the champion Skye class. In the open 
class Souter Johnnie and Queen Mab were awarded first and 
second. Neither was quite up to the mark in condition. 
Fanny, third, is too short in body, and has a habit of pricking 
up one ear while the other remains down, which detracts 
from her appearance. Watty, vhe., is also too short in bod 
and stands a bit high on his iegs. Pert and Gyp, unnoticed, 
show unmistakable signs of lack of judgment in ae 

The beautiful Yorkshires have been Saete imported during 
the last five years, and we have yet to find areally good speci- 
men. Out of the twenty-five exhibits in the class over five 
pounds weight, we failed to find a single specimen able to hold 
its own in good company. This isthe more unaccountable 
seeing that several of the entries are as well bred as it is possi- 
ble to find them. We conclude that breeders do not under- 
stand the — of hair or its treatment when grown. Though 
Charlie (Campbell’s) is not a blue and tan, but a silver, he 
should have won; he has not ~~ best coat, but was the 
best formed terrier in the class. e winner, another Charlie, 


is too dark in color along the back, lacks color on head and 
later at Pittsburgh, and we then wrote of him: ‘He has rather | legs, and has not nearly sufficient coat for a winner; he is a 
compact little dog with a straight coat. Dandy we liked quite 
as well, but he, too, lacks coat. Mat and Lillie have little 
coat, and the same may be said of Roger and Prince. Charlie 
(Marriott’s) was well shown; he has a good coat, butis not 
He is a much better dog than sev- 
eral placed ahead of him. The light weights were about of 
the same quality as their heavier brethren, and we failed to 
find a g one. The pedigree of one of the dogs in this class 
was givenas: Sire, Huddersfield Ben, dam Crack, age twenty- 
three montbs. Hudderstield Ben died about eight years ago. 
With two classes for the toys there should have been a better 
showing. The rough-coated class — out only two, both 
e smooth-coated class 
one of them were black and tan. We thought them 


In Maltese terriers there was only one entry, and he is not a 


In the class for black and tans Floss won. Her color is good, 

are 
not well set on. Silver King is faulty in head, and the same 
; ; ; ; may be said of Charlie and Major. Among the black, white 
doubtedly a winter’s work on his native hills would correct the | and tans Cherry Ripe, though catalogued as a Birmingham 
winner, is a long way removed from first-class form. She has 
a fair good head, but her ears are badly set on and badly car- 
e Blenheims too were 
an indifferent lot, as will be seen from our criticisin of the win- 


These classes were not well judged on this occasion, and Mr. 
Kirk did not appear to be quite at home with them. Joe and 
Effie represented the champions. Both are removed from 
high-class form. In the open dog class Punch won tirst, and so 
conspicuous had been the attempt to improve upon nature that 
we could see the dye on his chest from the ring side, and we 
think both judge and owner might have seen it sooner than 

e dog was disqualified. He never should have 
won first. Without taking into consideration his white chest, 
he is a big, coarse dog, small in eyes and heavy in ears. Tu-Tu, 
who was awarded second, came in for what he deserved in the 
first place, but he had by no means an easy win, and is by no 
means first-class. He has not a bad head, and it is fairly well 
wrinkled; but he is heavy in ears, crooked in forelegs and a 
bit roached in the back. Wally of Briarcliffe was given sec- 
ond, which was more than he deserved, as he is bad at both 
ends. Weshould have placed Treasure, he., next, though we do 
not like his coarse coat. We should have given Don Juan third, 
not forgetting that his tail is faulty and that he has a white 
toe or two. is a big. coarse dog, with small eyes and 

not deserve acard. He is coarse, 

has heavy ears, a plain head, long coat and small eyes. 
Punch, too, got more than he deserved; he has a poor head, 
large, badly carried ears, and white claws. Napoleon and 
Pug also got more than their deserts. The bitches were a bad 
class, and the winner was the best of them. She has a fair 
head, but her ears and eyes are bad. Victoria is pinched in 
muzzle, carries her ears badly and has a faulty tail. Flossey, 
who lacks cur! in tail and carries her ears badly, is her equal. 
In the puppy class Mr. Kirk got all wrong; and although the 
class was not a good one, he gave a card to nearly every dog 
in it. The prize went to Chokra, fair in body, legs and teet, 
but snipy, heavy in ears (which are badly carried), and minus 
atrace mark. We thought the commended Tra-la-la had the 
easiest possible win. He has a good mask and body, but is a 
trifle apple-headed and small in eyes. Ben Butler was absent 
when we called on him, but Zoe, a and fine in 
have given -the vhe. 


This was a poor class, every specimen in it being too large. 
We also noticed many prick ears and light eyes. They were 


The poodles were not so good as at the last show, with the 
exception of two or three. The style in which they wear their 


There was only one in the class. He was a good specimen 
of the breed in his younger days, but he has grown fat and 
gray with age, and his once fairly well defined spots are faded 


The managers, with their usual liberality, divided the mis- 
cellaneous classes, and made extra classes for each breed repre- 
sented when there were two or more entries of a kind he 
Leonbergs, Berghunde, Great Danes, Mexican hairless, Esqui- 
maux dogs, and the police dog, Nigger Jim, each had a class 
to themselves outside the regular miscellaneous classes. The 
Esquimaux dogs attracted much attention. Nellie, a curiously 
marked black and white Chinese dog, alsohad many admirers. 


medal. Mr. Heckscher, who resides in bis beat, also presented 
him with a valuable silver collar, and said that he would not 
feel safe without the protection of this valiant guardian of life 


MASTIFFS.—CnHampion—Dog: Ashmont Kennel’s Hero II. (A.K.R. 
545). Bitch: Herbert Mead’s Princess Royal, fawn, 4yrs., (Young 
Prince — Merlin).—OPEN—Dogs; 1st, Winlawn Kennei's omer, 


fawn, 5yrs. 5mos. (Colonel— Diana); 3d, William H. Lee’s 


and white, 5mos. (Priam—Novice); 2d, Schoonhoven Kennel’s Spir- 
anza, tawny and white, 8mos. (Fido—Sheila). 


ST. BERNARDS.—Smooru-CosTepD.—CHAMPION—Dog: E.R Hearn’'s 
Don Il., tawny, orange and white markings, 344yrs. (champion The 
Shah— Dewdrop). Bitch: E. R. Hearn’s ila, orange brindle and 
white markings, >. (Roland—Nellie).—Open—-Dogs: 1st, Briar- 
cliff Kennel’s St. tolph (A.K.R. 1611); 2d, Millbrook Kennel's 
Verone (A.K.R. 418); 8d. Millbrook Kennel’s Royalist (A.K.R. 580), 
Very high com., A. M. Dodge’s Guard, 3yrs. 4mos. (champion Harold 
a Judy); H. H. Crittenden’s Don Pedro mene, orange and 
white, l6mos. (Rex—Alma). High com., Ton Hart’s Giuck tawny, 
orange and white, 19mos. (champion Harold—Vix). Bitches: Ist, 
Fred W. Rothera’s Daphne (A.K.R.488); 2d, A. M. Dodge’s Her Majest 
(champion Monk—Phoebe If.); 3d. Millbrook Kennel’s Snowbail, 
orange and tawny (champion Fido—Loomis’s Dinah). Very high 
com., Briarcliff Kennel’s Belle of Sterling, orange tawny, and white 
blaze, 4yrs. (champion Bayard--Brenda). High com., onard F. 
Beckwith’s Bru de Il., 3yrs.—Puppres—Dogs: ist, Chequasset 
Kennel’s Idstein, orange brindle and white markings, 7mos. (Czesar— 
Brunhilde); 2d, Schoor hoven Kennels Nestor (A.K.R. 502). Very high 
com., Millbrook Kennel’s Ion, orange tawny, 6mos. (Ceesar—Theon); 
Chequasset Kennel’s Ivry, white and orange tawny, 7mos. (Ceesar— 
Brunhilde); E. R. Hearn’s Rector II., orange brindle and white, 9mos. 
Rector—Alma IL); E. R. Hearn’s Valentine, Jr., orange brindle and 
white, 5mos. (Valentine—Leila). High com., R. W. Leonard's Bruno, 
tawny and white, 2mos. ar Com., Briarcliff Kennel’s 
Don of Briarcliffe, 24gmos. (Victor —Belle of Sterling). Bitches; Ist, 
Briarcliff Kennel’s unnamed, ——- tawny and white, 244mos. 
(champion Bayard—Brenda); 2d, R. W. Leonard’s . tawny and 
white, 2mos. (Fido—Rosary). Very high com., Briarcliff Kennel’s 
Leila of Briarcliff, 244mos, (Victor—Belle of Sterling). High com., 
R. W. Leonard’s unnamed, tawny and white. 2mos. (Fido— 
Rosary). Com., R. W. Leonard’s , tawny and white, 2mos. (Fido 
—Rosary); Forest City Kennel’s Lotta, orange and white, 8mos. (Alp 
U., A.K.R. 705—Daphne II., A.K.R. 489). 

NEWFOUNDLANDS.—B.iack—Dogs: 1st, J. H. Phelan’s Major, 
black 3lyrs.; 2d, J. A. Nickerson’s Sam, black, 2yrs, 4mos. (Goliath— 
Dorah). Com., N. L. Bornneau’s Ben, black, 24yrs. Bitches: 1st, 
George W. Schenk’s Juno, black, 4yrs. Other entry absent.—OTHER 
THAN BLack—Prizes withheld. 

GREYHOUNDS.—CHampion—H. W. Smith’s Friday Night, (A.K.R. 
758).—OpEen—Dogs: 1st, H. W. Smith’s Dell, fawn, 24yrs. (Don—); 
2d, Mrs. H. C. Symonds’s Master Donald, black and white, 2yrs. 
(Ben—Fan). Very high com., W. Blackham’s Doubleshot, black 
and white, 5yrs. (Riot Act—Sunflower). Bitches: 1st, H. W. Smith's 
Mother Demdike, black and white 3lgyrs. (PensiveLaddie—Play- 
mate); 2d, H. W. Huntington’s Begonia, black (Born-a-Demon 
—Belladonna). Very bigh com., H. W. Smith’s Honor Bright, 
black, 24yrs. (Ben—Fa»); H. W. Huntington's 'School-gir), black, 
2yrs. (School-fellow—Sol Fa); Dr. Mary J. McCleery’s Maud McGrath, 
mouse, 4yrs. (Victor—Bella). Puppies; 1st, withheld; 2d, C.W. Barry's 
unnamed, 8 weeks (champion Don—Litta Rever). 


DEERHOUNDS.— Cuampion — Dog: Clovernook Kennels’s Roy, 
fawn brindle, 244yrs. (Paddie—Lassie). Bitch: John E. Thayer's 
Lorna _IL., brindle, ye (Bruce—Lorna).—OpEN—Dogs; 1st, Clover 
nook Kennel’s Mac, fawn brindle, 24gyrs. (Paddie—Lassie); 2d, Wm. 
D. Whipple’s Bruce, dark gray, 5yrs. his high com., Archibald 
Rogers’s Spring, gray, 5yrs. 9mos, (Mornie—Thulah); and Borva, dark 
brindle, 4yrs. (Wallace—Lorna). High com., Clovernook Kennel's 
Heather, blue brindle, 2imos. ;(Clansman—Countess). Bitches: 1st, 
withheld; 2d, C. B. Gilbert’s The Banshee (A.K.R. 1238). Puppies: Ist, 
withheld; 2d, Alfred Skitt’s Mac, gray (Jack—F ly IIL.). 


FOX-TERRIERS.—CuHampion—Dog: P. Lawrence’s Brockenhurst 
Joe, white, black and tan, 10yrs. (Belgrave Joe—Tricksey).—OPEN— 
ist, L. & W. Rutherfurd’s Belgrave Primrose, white and tan, 2yrs. 
(Belgrave Jerry—Wasp); 2d. Clovernook Kennel’s Scarsdale, white 
and black, 2yrs. (Joker—Ella); 3d, J. E. Thayer’s Raby Tyrant, white, 
black and tan, 4yrs. (Bailiff I1—Peach). Very high com., P. Law- 
rence’s Buff, white and black (Buffet—Swan); L. & W. Rutherfurd’s 
Warren Jim, white and tan, 24yrs. (Diamond Joe—Diana). High 
com., W. Thompson’s Grover, white and tan ear, 244yrs.; R. I. Crock- 
er’s Brockenhurst Spice II., white, black and tan, 22mos. (Brocken 
hurst Spice—Deacon’s Ruth). Com., J. Hammond’s Dick, white. black 
and tan, 1émos.; C. M. Newcombe’s Sancho, white and tan, 13mos. 
Bitches: 1st, L. & W. Rutherfurd’s Dance, white, black and tan, 
2yeyrs. cr agpene Po Spice—Polonaise); 2d, L. & W. Rutberfurd’s 
Viola, white and black, oo. (Vulean—Fi ); 3d, Clovernook Kennel's 
Clover Belle, white, black and tan, lyr. (Rutherfurd’s Joker—Warren 
Wakeful). High com., H.Gibb’s imported Belle, white, black and 
tan, 4yrs. (Bitters—Nell). Com., W. A. Potter’s Vixen, white, black 
and tan, 20mos. (Joker—Vicious); J. H. Shepherd’s Gypsey, white, 
black and tan markings, 4yrs. (Prince—Polletts).—W1IRE-HAIRED- 
Open—Ist, Richmond County Kennel’s Whitethorn, white and tan, 
2yrs. (Topthorn—List); 2d, J. E. I. Grainger’s Tyke, white and tan, 5yrs. 
6mos. (Teeside Lad—Foster’s Vic).—Pupries—Dogs; ist, Clovernook 
Kennel’s Trajan, white and tan ears, 144mos. (Corinthian—Pear!); 2d, 
R. F. Kenehan’s Zoe, white and tan, 34gmos. Bitches: 1st, L. & W. 
Rutherfurd’s Warren Jostle, white and tan, limos. (Warren Jim— 
Dance); 2d, withheld. 


SHEEP DOGS.—CuHampion—Dog: T. H. rs Robin Adair (A.K.R. 
892). Bitch: T. H. Terry’s Zulu Princess (A.K.R. 896).— OPEN--RouGH- 
Coatep—Dogs: 1st, Kilmarnock Collie Kenuel’s Bruce of the Fylde 
(A.K.R. 1415); 2d, J. Van Schaick’s Foxey, late Dandy, golden sable, 
white frill, whelped Jan. 23, 1881 (Dance—Maggie Lauder); 3d, J. Van 
Schaick’s Sable, sable and white, whelped Aug. 31, 1880(Charlemagne 
Minx). Very high com., J. Van Schaick’s Robin, golden sable, 
whelped June 30, 1882 (Foxey —Olivia); J. Van Schaick’s Jack,whelped 
July 4, 1884 (Sable - Judy); Miss Edith Coppell’s Nelson, Jr., mahogany, 
3yrs. (Nelson—Daisy); Mrs. Robert Sewell’s Guido Rene, black, white 
and tan, 22mos. (Guido—Olivia), High com., Kilmarnock Collie 
Kennel’s Rattler, black, tan and white, 3yrs. (Tweed II.—Lassie); F. 
T. Underhill’s Roy, tawny yellow, 3yrs. (Nelson—Daisy); J. W. Bur- 
gess’s Donald (A.K.R. 582); J, W. Burgess’s Scott Free, sable and 
white, whelped July, 1883 (Chief Clansman—Bertha). Com., Wm. P. 
Wight’s Laddie, black and tan, white ruff, 1}4yrs. (Tweed II.—Vic); J. 
Van Schaick’s Guido, Jr., sable and white. 2yrs. 2mos. (Quido--Olivia); 
A. G. Bloomfield’s Cameron, black and tan, 8mos.; J. W. Burgess’s 
Argyle, black, tan and white, 18mos. (Brack. A.K.R. 3-—Dora, 
ARR. 4); Dr. Wm. P. Morrissy’s Jake, black and tan, 3yrs. 
Bitches; 1st, Thos. H. Terry’s Effie (A.K.R. 1221); 2d, Thos, H. Terry's 
Meg (A.K.R. 889); 3d, Chas. Hyland’s Effie Dean, tawny avd white, 
18mos. (Bruno—Nora). Very high com., Thos. H. Terry’s Figg black 
and tan, 3yrs. (Gillie—Watch); Thos. H. Terry’s Lass o wrie 
(A-K.R. i298); Thos. H.Terry’s Effie Dean (A.K’R. 880); J. W. Bur- 
ess’s Jean (A.K.R. 538). High com., J. W. Burgess’s Flirt (A.K.R 535); 
= Lindsay’s Jersey — (A.K.R. 147); Thos. H. Terry’s Lass 0’ 
Gowrie (A.K.R. 884); C. N. Boyd’s Flora, black and tan, 18mos.; 
J. Van Schaick’s imported Nancy Lee, black and tan, 4yrs. (Sailor— 
Tripp II. Com., A. G. Bloomfield’s Meta (A.K.R. 1184); T. H. Terry's 
Lady Hempstead (A.K.R. 1227).—SmooTH-CoaTED—Absent. PUPPIES 
—Dogs: 1st, Austin J. Bruff’s a: sable and white, 6mos. 
champion Robin Adair—champion ssie); 2d, James Lindsay's 
andy, sable and white, 5mos. (Rex—Jeannie Nettles). High com., 
J. Van Schaick’s Dunmore, sable and white, whelped Dec. 24, 1883 
(Sable—Olivia). Bitches: 1st, A. G. Bloomfield’s Lady of the Lake 
(A.K.R. 1423); 2d, A. G. Bloomfield’s Cannie Chiel (A.K.R. (1416). 
Very high com., J. Van Schaick’s Fern, sable and white, whelped 
Dec. 24, 1883 (Sabie—Olivia). High com., J. W. Clark’s Bessie, black 
and brown, 7mos.; Thos. H. Terry’s Gladys, black, tan and white, 
6mos. (champion Robin Adair—champion Lassie), Com., James Lind- 
say’s Wanda, sable and white, 5mos. (Rex—Jeannie Nettles); James 
—* two puppies, black, tan and white, 3mos. (Ayrshire Laddie 
—Lassie). 

BULLDOGS.—Any Weicut—Cuampion—Dog: R. & W. Livingston's 
Boz (A.K.R. 443). Bitch: John E. Thayer’s Bellissima, brindle, 3yrs. 
(champion Gamester—Ida).—45LBs. oR OvER.—OPEN—Dogs: 1st, John 
E. Thayer’s RobinsonCrusoe, cream, 2yrs. ;2d,James Osborne’s Boxer, 
white,2yrs. 9mos, (Farewell—Daisy) ; 3d, J. Bramwell’s Bouncer, white 
and brindle tips on ears, 2yrs. Se OR OVER.—OPEN 
—Bitches: 1st, R. & W. Livingston’s Sweet Briar (A.K.R. 444); 2d, Jobn 
E. Thayer’s Rhodora, white, 3yrs. —- Gamester—champion 
Ida); 3d, John E. Thayer’s Josephine (A.K.R. 388).—UNDER 45LBs.— 
Open—Dogs: 1st. James Patterson’s Bill, brindle, 6yrs. (champion Ben 
— imported Jenny); 2d, Monarch Bottling Company’s Hero II., brindle 
and white, Syrs. 4mos. (Livingston’s Hero—Livingston’s Gypsey); 3d. 
Mrs, Wm. W. Russell’s Hamlet, dark brindle, 22mos. (President Garfield 
—Wheel of Fortune). Com., JohnE. Thayer’s Moses, white, 3yrs. (Sir 
Bevis—Nancy Lee).—UNDER 35LBs.—Bitches: 1st. John E. Thayer's 
Juno, white and brindle, 8yrs. (Blunder—Bridget); 2d, James Patter- 
son’s Kitty, brindle, 144yrs.—Puppies: ist, J. E. Thayer’s Dick Fuller, 
brindle, 6mos. (Tippo—Josephine); 2d, Wm. W. Russel’s Ophelia, dark 
brindle, 9mos. (Sancho Panza—Dorrit). 


BULL-TERRIERS.—25.Bs. OR OVER—CHAMPION—Dog: R. & W. Liv- 
ingston’s Grand Duke (A.K.R. 524).—OPEN—25LBS. OR OVER—Dogs: Ist, 
E. 8. Porter’s President, white, 6yrs. (Randal—Minnie); 2d, A. 5. Em- 
met’s Punch, white, 2yrs. (Tyrant— ——); 3d, withheld. Bitches. 1st, 
Edward 8. Porter’s Victoria, white, 17mos.—UNDEa 25LBS.—CHAMPION 
—Bitch: R. & W. Livingston’s Little Maggie (A.K.R. 525).—UNDER 
25LBs.—OPEN—Dogs: 1st, C. H. Hays’s Snowball, white, 4yrs.; 2d, 
James F. Melvy’s Doonie, white, 28mos. (Modoc—Nelly Bly). Com, 
Geo. W. Holman, Jr.’s Victor, white, 3yrs. Bitches: Prizes withheld. 
Puppies: 1st, J. R. Gildersleve’s Roger, white, 5mos. (Paddy— Nell). 


BLACK AND TAN TERRIERS.—Over 5.Bs.—Opsn—Ist, Jobn F 
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Oot. 80, 1884.] 
——_—_—___—“noOwOaOO eel _G_5_oe_eee aneatnaneeealie 
| There was nothing in the puppies at) requires ‘notice, and 
80) . sizes. 


" , black and tan, . 6mos., (im Nep—im EDINBURGH BENCH SHOW. 
RS: ba, John Hammiond’s Cuss, black sae ar the selling class was, as al : 
HARD-HAIRED SCOTCH TERRIERS.—Orkx—Ist, John H. Nay- [From our Regular Correspondent. } The attendance was , although the weather was rather 
lor's Rosie, brindle, 14mos.; 2d, John Hammond's imported Scotch, | rF4HE Scottish Kennel Club held their fourth exhibition of | U2 favorable, and we hope it will prove a ae success to 
sporting and other dogs, in the Waverley Market, Edin- | the promoters. Below we give the principa 


blue tan, 14mos. 
ROUGH-HAIRED TERRIERS.—Open—Ist, A. Priestly’s Sir Garnet, | burgh, on Tuesday, Wednesday, Thursday and Friday, the AWARDS. 
With, 8th, 9th and 10th of Octobcr. The total entry list | ST. BERNARDS.— Dogs: ist, reserved cup and club medal, J. C. 


blue = — _, Um, gael Queen); 2d, L. B. Wright's Vic, 1 

red, Syze. (O'Ghes's Bly ~ Lady). mounted to 659, which made a lay, but the Waver- | Macdona (Bayard); 2d, E. Hodgson (Glacier); 8d, H. C. Joplin (Faust); 
DANDIE DINMONT SETS — Cuan—iet, Bebart are Be on Market could accommodate P50) dont without in any way 5 ng conn on xing) son a = eae! Sarre HO. 

pie Phe Pee ae Smos fHutble:. Mint): R. P. Palmer's | interfering with the comfort of the exhibits or the available JeB ivan rida); 2d,L. C. R. Norris (La Mascotte); d, J. K. Kay 

Vretad TERRIER” eh, Lawrene "Fhe" judges were Mr. Gresham for St, Bernards, masts, | ycipn ii). SOW. Hurtas Gober) Buucher i Jefe Crown 

— P . . . ’ ue! .); 8d, J. W. Burton . Bitches: ist, J. Roy 
IRISH TERRIERS.—Open—1st, Lawrence Timpson’s Sheila (A.K.R Nowdeun 0 ds, bloodhounds, bulldogs, Italian yhoun ds, = —_ at iat rte Seen Likert): 8a J Le Piidooke 
pugs, litter =! pepewe and selling class; Mr. Astley, fox-ter- | (T 


187); 2d, J. Coleman Drayton’s Slasher, whelped in 1882 (Fury— pees 
riers, bull, and tan and smooth-haired terriers, toy ter- NEWFOUNDLANDS.—Dogs: ist_and club medal, T. E. Mansfield 


Spuds). High com., Daniel D. Lawlor’s Nellie, red, 18mos. 
BEDLINGTON TERRIERS.—Open—!Ist, John F. Scholes’s Blucher, : c Courtier): 2d, RW. Moll Bruce): Bh, J Stafford (The : 
toy spaniels and variety classes; Mr. Bishop, deerhounds, | (former ives, “iseand club’medal, T. &. Mansfleld (Zoe); 2d, J. 


silver, 2yrs. 6mos. (Winon’s Peachon—J. A. Baldy’s Jess); 2d, John | riers, ; ‘ d 
greyhounds, retrievers, setters, spaniels and sporting Guppies; Tweedie (Ada); 8d, R. W. Moll (Queen Zoe). 
r. , 


F. Scholes’s imported entry. s - 
Dames and Panmure Gordon, Esq. collies; Mr. Cunning-| st. BERNARD, MASTIFF AND NEWFOUNDLAND PUPPIES.— 


SKYE TERRIERS.—Cuampion—Wm. P. Sanderson’s Jim. (A.K.R. t 
138).—Open—ist, Wm. P. Sanderson’s Souter Johnnie, light blue, | ham, Scotch terriers and Skyes; Mr. Mather, dandies; Mr. 1st, cup and medal, J. Eason (Sholto); 2d, J. C. Macdona (Bega); 8d, 
Ww. Ralley (Scotch Hector). 


a — =— a Mary); _ Ve: gy are > Ross, Bedlingtons and Irish terriers; Messrs. Ross and Mather, 

ab, dark blue, byrs. (Tommy—French); 8d, Geo. Sanderson’s im- | Jitters of puppies. = ; 
cae pees. Steel gray, 4yrs. Very high com., Geo. Sanderson's |" "The eommittes only got possession of the market at 11 tae Merwell rt. Genet Robin Gree): 86; p.m et 
— — o’clock on Tuesday; and when we say that all the dogs were | (Glengariff). Bitches; 1st. W. Gordan (Beatrice); 2d and club medal, 

a eee ee ee tiene, comfortably benched and judging commenced a _ ae A. Maxwell & E. Cassel (Minna); 3d, E. W. Bell (Lady Boswell). 
2 Rinne ead j | after 2 o’clock, and was all finished between 6 and 7 o’clock| BLOODHOUNDS.—Ist, J. ©. Tinker (Dido): 2d, G. C. Urquhart 

blue and tan, 24yrs.; 3d, Mrs. H. A. Kisteman’s Beardy, blue and the same evening, we consider we speak no more plainly | (Leon). rq 
GREYHOUNDS.—1st and club medal, A. R. Mackenzie/(Little Sam); 


tan, 2vrs. Very high com., J. R. Gilderslevee’s Roger, blue and tan, ning 
a : , 3 J. F. the abilities of the honorable secretary and the sta 
4yrs. (Ben—Minnie); John Marriot’s Jim, blue and tan, 34yrs.; J. F. | as to a ry TT ado B, Swinburne ( (ak neh, 4,3 Beene 


Campbell’s Charley, silver gray,4yrs. High com., John Marriot’s | under him. Messrs. Spratt were intrusted with the feedin 
Charlie, blue, silver and tan, 0mos.; HF. Vogt’s Reddie, blue and tan, | of the exhibits. RETRIEVERS.—Smootn orn Wavy-CoaTep—Dogs; 1st and club 
2yrs.; Barney Carr’s Daisy, blueand tan, 16mos. (Nip—Fanny);Mrs.H./ Jn St. Bernards, Lord Byron II. has a good head, color | medal, W. Irvine (Boston); 2d, W. Cockburn (Dan); 3d, W. E. Fraser 
A. Kisteman’s Jimmy, blue and tan, 18mos. Com.. John Hammond's and markin but is wavy coated and rather smaller (Nick). Bitches: 1st and club medal, Lord A. L. Cecil (Ruth); 2d, A. 
Mat and Lillie, blue, tan and golden fawn, 20mos.; J. R. Gildersleeve’s th th ? od hi Mr. Kayes’s exhibit is small Whitelaw (Thyra II.); 3d, W. Telfer (Cora).—CurLy-Coatep—Ist and 
Willie and Prince, blue and tan, 18mos. and 2yrs.: F. L. Vogt’s | aan those placed over him. - mayees = club medal, T. B. Swinburne (Chicory); 2d and 3d, R. Chapman (Black 
Charlie, blue and tan, lyr. (Reddie—Nellie).—UnvER 5.Bs.—Ist, Mrs, | but of fair type. Storm King, a white and red dog, is of | Pearl and King of the Koffees). 

H. A. Kisteman’s Lass, blue and tan, 2yrs. ; 2d, Mrs, H. A. Kisteman’s ee size, and has an excellent body, feet and legs, but is} pyrnrERs.—Dogs; ist, Presiden’t cup and equal club medal, J. 
Bright, blue and tan, 20mo .: 3d, John Maddox’s Daisy, blue and tan, | deficient in character and seems quarrelsome. Bayard was | shorthose (Quickshot); 2d, Rev. W. Sheild (Fluke); 3d, T. Garland 
17mos.’ (Whitehead’s Charlie—Whitehead’s Violet). Very high com., | looking well, and won first. Glacier, who took second, is not | (Russel). Bitches; 1st’ and special club medal, T. Garland (Countess 
improving. Faust, a full brother to Glacier, we consider the ¥ Glasgow); 2d, J. Shorthose (Lady Brecon); 3d, A. Whitelaw (Flora 


ii F. aa Dot, oe and -, AYTS a ae nag ny ~_ey 
ue and tan, 2i4yrs. igh com., Wm. Hales’s Dandy, blue an i 2 8 ws . ¥ E 
22mos. (Huddersfield Ben — Foster's Crack; J. lt. Gildersleeve’s — do; ie —— two, a = ——. a ee beer ETTERS.—Buack anp TaN—Dogs: ist and club medal, R. Chap- 
Spider. blue and tan, 2yrs. (imported Duke—imported Lad. a Mrs. own reda won, oug! . y out of coat a presen * | man (Heather King); 2d, J. Drybrou Jr. (Darnle ); 8d, H. B. Gibb 
tic A. = ae = ae eee Basan Mrs. John Cot- Greene toe ee ee but rather wavy in coat. (Young Dash). Bitches: 1st and aus medal, R. Chapman (Heather 
er’s Bright, blue and tan, 2}gyrs. (Charley—Beauty). va, looking a . Beauty); 2d, W. Cockburn (Heather Bell); 3d, J. Drybrough (Daisy). 
TOY TERRIERS.—Rovon-CoaTep, OTHER THAN YORKSHIRE, UNDER | , 12 mastiff dogs The P rince, well known, won, followed by pay ot ond mete mist special and club a Short- 
Sino ist’ Sonn ee imported Dot, blue and tan, 1imos.; 2a, | *Wo fair specimens. In bitches Crown Prince once more came | hose (Royal IV.); special, J. Shorthose (Rock); 2d, J. Boyle (Glen- 
Mrs. H. A. Kisteman’s imported Lillie, white, black and tan, 18mos.— | to the front, second prize eras res very —— not Ser ure = - oa pe = pd on ad % ‘ —_ 
- . — ; so short in face as some. i rize was taken a le r (Fernie); 2d, H. Dun ; 8d, J. C. Mac 
tomar (Teickeey Nellie); 20, Sg Beh Bull, blncie ot one bitch with a good short face, bad oe and capsule ani a (re ets tia nan oii aimee te eines di 
lyr. (Clinch—Nell). Vey high com., Henry Lucas’s Daisy, black and | color is almost red, not fawn. ney); 2d, W. E. Secsamn a dg ge Ag gh ‘Spert). neon ie 
tan, jsmos. (Barney—Gypsey). | High com., John Hammond's im-/ Newfoundlands were a very fair collection. King Bruce, | and special, J. Royle (Solus); 24 and club medal, J. Etchells (Alva 
a — x ee Soe Ons ees second prize, was much the largest shown, and plenty of | Jet); 3d, J. lateer (Beverley Blanche).—Sussex aNpD Liver—Ist and 
KING CHARLES SPANIELS.—Buack AND Tan.—Open—Ist, Jobn | quality for his size. First and third were more of one type | club medal, 8. M. Thomas (Guy) {,2t,_ H. A. Timme (Nell); 34, B. W. 
i ies diets eee tone, Wa hhiek A. W. Lucy's Silver | and smaller than Cing Bruce. Bitches were moderate, except come a tor UIT.) ANY. OTHER Laney th one club medal. J. Et i 
i , 2 neov?, Hick .. John Parker's | the winner. . ; . oy Wy Ve 9 aa 
Satie, pe, i623 Doo Linsiotont. D ee. cern omit, In deerhounds, dogs, Chieftain, who was looking well, won. a oes.—c : G. R. Krehl (Ecli oO Piseies 
Miss Maggie Parker's Cherry Ripe, whelped 1882 (Sir Charles Napier | He has iunproved very much, and his color is now a good blue, om i. ei Bs ee eee Skee eemeee) — Ogee Dom: 
a a, om HH. A. a & — = oe =e nigh | while some time back it was almost gray, and it also seems of | (Horsel).'THaT HAVE NEVER WON THREE First Prizes.—Dogs: Ist, T. 
com., Mrs. A. W. Lucy's Investigation, tricolor. 13mos. (Napoleon— | a much better quality than formerly. th second and third | y. R. Homfray (Scottish Hero); 2d, R. Haig (Phulax); 3d, J.8. Exham 
Rear ee eo Dace tek Beaten, trl | were good specimens, the latter ared. In bitches Beatrice | (Bronze): 4th. M. H. Lowe(Trevor). Bitches: Ist, Rev. F.. F. Hamilton 
color, He ce. (Bapelean- an dees pty Reem Charley, | W00 first. She is light in color and mer: The second prize (Amy); 2d, M. H. Lowe (Lilly); 8d, M. C. Ashwin (Oola W.); 4th, J. 5. 
black, tan and white star, dyrs. is ’ | winner was shedding aud out of coat. Third had a good coat, pt A aca gion gs a OTe tala bony aia a 
BLENHEIM SPANIELS.—Open—tst, Miss Maggie Parker’s Violet, | “hough rather short. Wlscki decadent tet ant ian oat Gomer can ai Oe 
orange and white, whel 1882 (Prince—Countess of Whiddison); 2d, In bloodhounds Dido was an easy first. Pollock (Fanny); 8d, J. Young ( Jesse II.).—Puppies—Dogs: ist,’ J. 
Miss Maggie pumas © oubes. 7 and —* gy py ae an eee — “ow hounds, the second | Cowan, Jr. (Sir Stafford); 2d. f. McKelvie (Kildonah); 3d and club 
ueen ). gh com., Mrs. A. W. Lucy’s Rosie, and white, 4yrs. | prize, hose Marie, being the pick of the lot. — P medal. J. Young (Handy). Bitches; ist, J. S. Exham (Eclat); 2d, D. 
¢ Sng ne oo —_ A.W. Lauer's ou poaehe. —— white; In Pointers Quickshot =e rst, -— also = ey the fox- | Wills (Lady Lizzie); 8d and club medal, R. Chapman (Discovery). 
py Say Seema " terrier Richmond Delta, the president’s cup for best sporting | _fOX TERRIERS.—Cuamprion: Ist and club medal.J. Russel (Darkie). 
JAPANESE SPANIELS.--Open—ist, Mrs. Eugene Clark’s Kobe, | dog. He is aliver and white, with not a very good heat | but a | Reserve, J. T. Openshaw (Raby Nailer).—Open—Dogs: 1st and club 
black and white. 2léyrs. (Charles—champion Flo); 2d, Charles E. | strong workman-like dog, to our mind coarse throughout. In | medal, G. Raper (Raby Mixture); 2d, R. H. Cartwright (Compton 
Pratt’s Flo, black and white, 5yrs., imported from Japan. Very high | pointer bitches the first — winner was a lemon and white, pms 3d, G. 2 . Monson aan sore) Reserve, iB. Ferguson 
on. John Hammond's Nellie, black and white, 2}gyrs. Com., John | rather snipy. and fine all over. The second is liver and white ebeee in oo Delta); Qd, 5S. Exham ( fe): Sd. G 3. Monson 
en aa Sone Nearer ree ; and has a bad expression and is broad in chest. There was a/ (Dougias Tickle). Rovau: ist and club medal and 20, A. Maxwell 
( y a 2 E ~= bay 2 ad oo Swe. ¢ Mio o—. very good black bitch shown, which was for a considerable | and EF. Cassel (Jack Frost and Tees Try); 3d, G. Raper (Ringleader). 
(champion ComedChytioy, Bich: Mrs, W. I. Kaightg me, sone | time during the show credited with second. "°° | Reserve, Hs Powell Jr. (Fish. 
4s Tue 5 : 2d. Briarcli ‘ennel’s Wally o a ne setter Judging seeme give a good deal 0 tis- | BULLDOGS.—1st and club medal, W. W. Mackie (Tom Sayers); 3d, 
leigh’s Tu (A.K.R. 1268); 2d, Briarcliffe Kennel’s Wally of Briar faction and % was the pretty eneral opinion that the third | J. B. Morison (Snider) 3d, J. Wilson (Crasher). iy 


cliff; 8d, withheld. High com., Briarcliffe Kennel’s Buffy of Briar- - E v 
cliffe; James B. Reddie’s Sambo, fawn, 3yrs.; Chequasset Kennel’s | prize, liver and white, Young Rock III., was one of the best/ BULL TERRIERS.—1st,'T. A. Hewitt (Murderer II.); 2d, I. Bat- 
Treasure, 17mos. (Fritz—Banjo). Com., W.R. Knight’s Don Juan, | dogs in the show, and that he and his brother, Osman VI, | tensby (Neville); 3d, J. K. Kaye (Satyr). Reserve, J. W. Blench 


ai Ca ee > H. ee bei , .i 7 > — have been mp and gga Ragga Sy ag third. The | (Dutch Prince). 

CY 8 SBTIeys yee: CnOes a nee? - | actual winner is red and white, very shelly in body, light of | IRISH TERRIERS.—Dogs: 1st, W. ‘Graham (Gilford); 2d, C. H. 

i = ae eet _, zee . es os Mrs. | bone and narrow as to his quarters. 7 Buckhouse (Buster); 3d, G. R. Krehl (Pagan II.) Bitches: ist, C. M. 
cece 1h ge seas eh te hy ¥PS¥: | In spaniels, the winner in Clumbers was rather short in | Nicholson (champion Poppy); 2d, W. Graham (Gally); 3d, G. R. Kreh! 


fawn, 8yrs. (Black Diamond—Bessie); 2d, Mrs. Chas. Wheatleigh’s (Kitt 
7s 7 a. 9, 9g 5 iy). 
Victoria (A.K.R. 1264): 4d, T. H. Love's Flossey, 2yrs. 6mos. Very | body. In blacks, first was Solus and second a very good black | “SCGrcay TERRIERS.—Dogs: 1st, club medal and 2d. W. W. Mackie 


high com., Walter D. Peck’s Beauty (A.K.R. 1360). High com., Miss | bitch by Solus; third was Beverly Blanche, a very good speci- 2 : 2 
‘Aline Morl2y's Duchess, 2yrs. 6mos, (Duke— Judy). oom: Chequasset | men and well known. In liver or Sussex spanie s, first went Ooy sta a 7 a = oer tae -* a Cone 
ee ee Se ee. ee oe oot Oe Cy, wae an looking well. In “any other” variety, the | (Janet); 3d, W. W. Mackie (Glenogo). 
Charles Ie Loeftiers Ben Butler, Jinos, (Jumbo Polly Beck), ‘High | Plack and white Beauty If. won easily. : BLACK AND TAN TERRIERS.—Dogs: 1st and cup, J. Royle 
com., Andrew Wenner’s three puppies, 4mos. (Punch—Gypsy).; a Collies came out in large numbers, but quality was conspicu | (Burke); 2d, G. Lodge (Debonair): 3d and club medal, ou. Thomas 
old H. Oddie’s Betsy. 6mos. (Mungo—Peggie); C. DuBois agestaff’s | OuS by its absence. Clearly Scotland is not the best place to | (The Welsh Kat). Bitches: 1st, —_ Royle (Florence III.); 2d and 
Zoe, 9mos. (Sambo—Topsey). Com., Andrew Ludwig’s Lottie, Nellie | g0 to for a collie, as when the English entries were taken | club medal. S. M. Thomas (Wild Mint); 8d, G. Lodge (Lustrum Lady). 
away the remainder looked a very poor collection. Eclipse | Special and reserve, B. Gray (Dinah). 


and Edith, 8mos.; Andrew Ludwig’s litter of six; Chequasset Ken- 
nel’s Tra-la-la, 3mos. (Young Toby—Tantrums); John Hammond's | won in champions and in open class Scottish Hero won, and we| _WHITE ENGLISH TERRIERS.—Ist, C. F. Copeman Geotng Oe): 
2d, Mrs. M. A. Troughear (North Star); 3d and club medal, W. 1 


hitter of puppies, 24gmos. (Punch— Judy); Mrs. Charles Wheatleigh’s | consider him about the best in the show. Second was a black, 

we papeaes, Sees. (ru-Fa—Vistority. white and tan dog Course. Bronze, third, was a fair sable | ‘YBé (Diamond). 
MALTESE TERRIERS.—Absent. ; tan dog, who might have been second. The first prize bitch, | _ SKYE TERRIERS.—Prick-Earep—Dogs: Ist, cup and club medal, 
ITALIAN GREYHOUNDS.—I1st, Mrs. Annie M. Kramer's Romeo, | Amy, was a very nice specimen. Taking the collies as a col- * King _— a myo erp ar & coe ne 8d, a ae 

fawn. 20mos. ; 2d. Mrs. Annie M. Kramer's Babe, fawn, 4yrs. Very | lection, we heard well-known exhibitors and fanciers pass an | {t.):'24, J; Munro (Nellie IL); 3d, J. R. Blackwood (Princess Toto). 
EP SAE.» SR FONENIN SS LADS Heer Sours Srey See opinion that there were not over three collies in the show | Drop-Kanep—ist. M Gretton (Kirk Elia); 2d and club medal, J. King 
POODLES.—Biack—Dogs; Ist, wien Werks Kn ng | Rajah I.. | whose market value exceeded £30. (Strathmore); 3d, Mr. Jacobson (Blue Belle). j 

Punch. 3 = thao Ee Beer: Wall's onhomumne, Prescott Law. | ., J, champion fox-terriers, Darkie beat Raby Nailer, and we| pAaNDIE DINMONTS.—Cuampfox—ist and club medal, A. Stee 

ao itches: 1st, withheld: 2d, E. Berry Wall’s Mignon, | think correctly. The winner in open dogs is not quite sweet | (Linnet)—Opex—Dogs: 1st and cup, J. & C. Sheldon (Tiger,; 2d, W. 

F : f j ; | in face, but stands upon good legs and feet, with good neck | A. B. Coupland (Border Prince); 3d, J. Dickson (Lad 0’ Kyle, Bitches: 


3yrs. Ve igh com., E. Berry Wall’s Mignonette.—OTHER THAN 5 I 
CAck—Prines evithheld. Very high com. Scugene Faehner’s im- | and shoulders, and good coat. Second, a lemon-marked dog, | Ist, J.J.Glover (Podgie); 2d,T. Maxwell (Mide); 3d, R. Jackson & 

ported Belle, white, lyr. High’ com., J. R. Gildersleeve’s Sam, black | was rather cobby. In bitches Delta won easy, with Pie, a | 200s (Lomond Queen). 
very oes one, bar her ears, second. BEDLINGTON TERRIERS.— Dogs: ist, A. Dodds (Hairdresser); 2d 


and white, 9mos. 
DALMATIAN.—Prize withheld. Jack Frost, the winner in wire-hairs, isa good one, but might | 22d club medal, W. Merris (Skyeman); 3d, S. M. ‘Thomas (Choker). 
MISCELLANEOUS (OR FOREIGN CLASS).—Over 2ns.—(Not | have better hindquarters. Bitches: iat ood Lee 
cified in the above classification). LeonBERGS.—Ist, Miss Anita E. In bulldogs, first was a good-bodied dog and had a good Se h : 
vans’s imported Marco, white, 8yrs.; 2d, Fleetwood Kennel’s Trump, | skull, though he might be better before the eye. Second was wan, ee eee. BA, Troug ear (Comqueror); 2d, J. A. 
fawn, black and white markings, 2yrs. BERGHUNDE.—Very high | a very g brindle bitch, but was in bad condition. ( + 3d, J. K. Kaye (Siby!). 
© ._— s Dan —. o — oe oes Bull-terriers were a large class. The winners were well ean pg we 0 —_ _ eNO and “> Sune 
. T DANES,—<4d, . '’ s . * onrad an ton); ’ rs. rrew le eserve, ° ran 
black, 2yrs. Mexican Hatruess Doos,—ist. Mrs. Hubert Foote’s | Placed, and were all fairly good specimens fit to show and win | (ganpho). 
Me Too, biack, 2yrs. 6mos.; 2d, Isaac V. Hunt’s a dark mouse, | 12 any company. , ; 1p ITALIAN GREYHOUNDS,—Ist and 2d, R. Grant (Violet and Lilly); 
gyrs, Esquimav Doas.—ist'and 2d, Surgeon Ames'’s (U.S. N.) Zampa| There were two good classes of Irish terriers containing good | 3d, Mrs. M. A. ‘Iroughear (Little Gem). 
and Schneiker.—UNDER ee W. Clarke's Cafe-au-Lait, brin- | quality, all the winners being well known. PUGS.—Dogs: 1st and special club medal, R. T. Linton (Victor II.); 
=, lyr. 6mos.; 2d, Wm. Easton’s Judge neeaee, Eee Munee. Genes S| Scotch terriers were small classes, and contained only about | 2d, W. Griffiths (Stingo); 3d, Mrs. M. A. Troughear (Lord Nelson). 
runo). Very bigh com., George Sealey s impo mite (North | five or six moderate good specimens. The awards seemed to | Bitches: 1st and special club medal, J. Leckie (Topsey); 2d and 3d, A. 
pS mal ag aaah ° aaiate 3yrs.; John B. Moi , Jr.’s Dutchy give general satisfaction. Peterson (Birkie II. and Flora III.). 

SPECIAL 2 ist. C 2 +" E S. Williams’s N Jee. the t poli In black and tan terriers there was also an amount of | ANY OTHER VARIETY.—Over 30Las.—Equal ist, T. Wilkinson 
a .—Ist, Capt. A. 5. ams’s Nigger , the great police quality. The dog class was pretty well judged, and the same | (Russian poodle Royal),and G. R. Krehi (Jupiter); 3d. J. R. Black- 
0g. may be said of the bitches, except that Sir Gray’s Dinah | wood (Amstel).—UNDER re lst and club medal. J. Kin 
ought have nen eae - nage in the antee Bees. , been ——-. oles)’ equal Ist, J. K. Kaye (Scoff) and G. R. Kreb 
ard pee ee ers fn the BEY e (classes Were Bood jpecimens, | PUPPIES.—Sporrina—Ist, H, A. Timms (Belle); 2d and club medal, 
should ha. fing, isin our pinion about the best Skve | &- Chapman (Heather King); 3d, W. Irvine (lolanthe). Non-Sport- 

oO} ve been urst, 18 in our opmmion about the kye | iwa—ist and club medal, W Miller (Guinare); 2d, J. Ewing (Errol); 
we have seen, and we understand he changed hands at a long | 3a, w. Ralley (Fifeshire Hero); special club medal. J. Eason (St. Ber- 
price during the show. 


nards); 2d, A. Mather. CoLLizs—ist and club medal, G. Watson; 
Dandie Dinmonts were a poor collection, especially the | 2d, C. D. Nairn. Puas—tist, club medal and 2d, R. T. Liaton. 

bitches. SELLING CLASS.—Ist, V. Kitchingman (Kidnapper); 2d, A. Pratt 
Bedlingtons were E sany A well handled, except that the sec- | (Forfricoda); 3d and club medal, G. Raper (Rambler). 

ond and third prize dogs might have exchanged places. The 

first prize winner was well ahead of the others. First in the 


bitch class was remarkably good in head, but deficient in coat Z . 
and color. 'HE entries for the All-Aged Stakes of the National Ameri- 


In toy terriers, The Conqueror won well, but Sybil should can Kennel Club Field Trials, to be run on quail, closes next 
certainly have been second. We consider her one of the best | Saturday, Nov. 1. Purse $500, with $250 to first, $150 to 
black and tan toys we have in England, while thesecond prize | second, and $100 to third. $10 forfeit, which must accompany 
Mirian was a very moderate specimen of Yorkshire. entry, and $15 additional for starters. The trials will com- 

In toy spaniels nothing really good was shown. mence on Monday, Dec. 8, at Canton, Miss. The judges are 

There were a few very cool fealian greyhounds, and pugs, | Major J. M. Taylor, Lexington, Ky., Hon. J. M. Thompson, 
except the first and second prize winners, the latter for prefer- ——, La., and Mr. I. R, Stayton, Pittsburg, Pa. Secre- 
ences, we consider the others below the average. tary, Mr. D. Bryson, Memphis, Tenn. 

In variety class, over thirty pounds, a moderate black poo- 
dle and a bassett hound were placed equal first. 

In variety class, under thi — a Pomeranian, bassett 
and a Paisley Skye were eq 









































































































SPECIAL PRIZES. 


A.—Deerhound challenge om Oe not fill. 

B.—Best deerhound dog, William D. Whipple’s Bruce. 

C.—Best deerhound bitch, J. E. Thayer’s Lorna II. 

D.—Best mastiff, Ashmont Kennel’s Lorna Doone. 

E.—Best collection of collies, Thomas H. Terry. 

¥.—Best rough-coated St. Bernard, E. R. Hearn’s Duke of Leeds, 

G.—Best smooth-coated St. Bernard, E. R. Hearn’s Lelia. 

H.—Best greyhound, H. W. Smith’s Mother Demdike. 

I.—Best deerhound, the Clovernook Kennel’s Roy. 

J.—Best fox-terrier, Prescott Lawrence’s Brokenhurst Joe. 

K.—Best sheep dog, the Kilmarnock Kennel’s Bruce of the Fylde. 

L.—Best bulldog, J. E. Thayer’s Bellissima. 

M.—Best bull-terrier, R. & W. Livingston’s Grand Duke. 

N.—Best Yorkshire terrier, Mrs. H. A. Kisteman’s Lass. 

O.—Best pug, Mrs. Geo. Hill’s Joe. 

P.—Best mastiff, the Ashmont Kennel’s Lorna Doone. 

P.a.—Best Newfoundland, J. H. Phelan’s Major. 

Q.—Best mastiff puppy, Winlawn Kennel’s unnamed. 

Also a special collar 4 Mr. J. G. Heckscher to Capt. A. S. Wil- 
im 


THE NATIONAL FIELD TRIALS. 


liams’s police dog Nigger 


ST. JOHN DOG SHOW.—The New Brunswick Poultry and 
Pet Stock Association will hold their annual bench show at 
St. John, N. B., the last week in January. Mr. James Morti- 
mer, of New York, has consented to act as judge. The secre- 
tary is Mr. H. W. Wilson, St. John, N. B, 


‘Training vs. Breaking,” by S. T. Hammond, kennel editor of this 
journal, is ——s a revolution in the practice of dog training in this 
country.— Adv, 
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THE AMERICAN KENNEL CLUB. 


5 be adjourned meeting of the National Bench Show Asso- 

ciation was held at Madison Square Garden, Wednesday 
evening, Oct. 22. Mr. Elliot Smith, of New York, called the 
meeting to order. Mr. E. G. Dixon, of Philadelphia, was ap- 
pointed temporary secretary. It was voted to call the asso- 
ciation The American Kennel Club. The Committee on a 
Constitution and By-laws submitted their report, which was 
read, and after some changes and additions had been made, 
the constitution, by-laws, rules and regulations, which will be 
found below, were unanimously adopted. The following 
named gentlemen were chosen as officers for the ensuing year: 
For President, Major J. M. Taylor, Lexington, Ky.; First Vice- 
President, Mr. Elliot Smith, New York; Second Vice-Presi- 
dent, Mr. Samuel Coulson, Montreal, Canada; Secretary, Mr. 
Edward S. Porter, New Haven, Conn.; Treasurer, Mr. GN. 
Appold, Baltimore, Md. Following is the 


CONSTITUTION. 


oe Association shall be called “The American Kennel 
Club. 
ARTICLE I. 

All regularly organized Clubs or Associations of the United 
States and British American Provinces, under whose auspices 
Bench Shows or Field Trials of dogs have been held, or which 
have been formed wholly or in part for the purpose of holding 
Bench Shows or Field Trials, shall be eligible to membership. 


ARTICLE IT. 


The object of the Association shall be to secure uniformity 
in rules governing Bench Shows and Field Trials, the revision 
of standards, the decision of such oes as may be taken 
from the decisions of the managers of Bench Shows and Field 
Trials held by the members of this Association, and the prep- 
aration and enforcement of such rules and regulations as shall 
be required for the punishment of all cases of improper con- 
duct on the part of the managers, judges, or exhibitors at any 
Show or Trial held by the members of this Association; also 
the advancement of fellowship and a higher standard of action 
among Breeders, Exhibitors and Sportsmen. 


ARTICLE IIT. 


The members of the Association shall be represented at each 
meeting by delegates whose appointment shall be certified to 
in writing by the secretaries of the several members, which 
certificate shall be delivered to the Secretary of this Associa- 
tion. 

The delegates need not necessarily be members of the club 
or clubs they represent, and the delegate or delegates may 
represent several members. 

ARTICLE IV. 


The Association shall be governed by a President, a First 
Vice-President, a Second Vice-President, a Secretary, a Trea- 
surer and an Executive Committee. 

ARTICLE V. 


The President, First Vice-President, Second Vice-President, 
Secretary and Treasurer shall be elected at the annual meet- 
ing, and hold office until the next annual meeting and until 
their successors are elected 

The same individual may be elected as Secretary and Trea- 
surer. 

The Executive Committee shall be composed of the Presi- 
dent, Vice-Presidents, Secretary and ‘Treasurer, and of so 
many individuals as there shall be clubs or associations mem- 
bers of this Association. The several members of the Execu- 
tive Committee other than the President, Vice-Presidents, 
Secretary and Treasurer, shall be elected by the several mem- 
bers of this Association, and their election certitied as in the 
case of delegates; the certificates sball be delivered to the Sec- 
retary of this Association at least two weeks in advance of 
the annual meeting. They shall hold office as provided in the 
cae of the President and other officers. 

Each of the ofticers shall be at the time of his election a reg- 
ular member in good standing of one of the ciubs or associa- 
tions of which this Association is composed. 

ARTICLE VI. 


The President, and in his absence, the First and Second Vice- 
President shall preside at all meetings of this Association and 
of all committees of which he shall be a member. 

The Secretary shall take and preserve minutes of all meet- 
ings, notify members of their election, conduct the correspond- 
ence of the Association and perform such other duties as are 
usual, 

The Treasurer shall receive the funds of the Association and 
disburse the same under the direction of the Executive Com- | 
mittee. 

The Executive Committee shall conduct all the business of 
the Association except such matters as shall appertain ex- 
clusively to the duties of the other officers. 

All officers shall serve without compensation. 


ARTICLE VII. 


! 
There shall be an annual meeting of the Association in the 
spring of each year. The time and place shall be selected by 
the Executive Committee and notice sent by the Secretary to 
each member of the Association at least four weeks prior to 
the date of holding same. 
ARTICLE VIII. 


The President may at any time and must on written de- 
mand of any three members of the Association, call a special 
meeting thereof. A notice for a special meeting shall specify 
the time and also the purpose for which it may be called, and 
such a meeting shall not consider or take action upon any 
matter other than that specified in said notice. He cannot, 
however, be compelled to summon the members to more than 
one special meeting in any calendar month. 


ARTICLE IX. 


The Executive Committee may conduct its business by cor- 
respondence among its members without assembling under 
such rules and provisions as may be provided by the By-Laws. 


ARTICLE X. 


At any meeting of the Association five members shall con- 
stitute a quorum. 
ARTICLE XI. 
At any meeting of the Executive Committee five shall con- 
_— a quorum, except when voting on admission of mem 
rs. 
ARTICLE XII. 
Clubs eligible to membership must be pet by a member 
of the Executive Committee and elected by that committee. 
Two negative votes shall exclude the candidate. 


ARTICLE XIII. 


This Constitution may be amended at any regular or special 
meeting of the Association upon the vote of two-thirds of the 
members represented thereat. Written notice of the proposed 
amendment shall be given to each member at least two weeks 
prior to the date of the meeting. All election of officers shall | 
be by ballot, a plurality of votes shall be sufficient to elect. 


BY-LAWS. 
I. The order of business at all meetings of the Association 


and of the Executive Committee shall be: 
1. Election of officers. 
2. Secretary’s report. 
3. Treasurer’s report. 
4. Reports of committees, 
5. Election of members. 
6. Miscellaneous business. 


Il. The Executive Committee shall ap 
bers a Committee on Credentials, whose 


int from its mem- 
uty it shall be to in- 


ited eae 


vestigate the qualifications of any candidate for “ee 
and report the same to the Executive Committee. They sha 
also appoint from their own number a Committee on Dis- 
cipline, whose duty it shall be to investigate all complaints 
and protests which may be made to the Association and report 
their finding, with such recommendation as they may desire, 
to the Executive Committee. They shall also appoint as many 
committees as they may deem desirable to revise and adopt 
standards for all breeds of dogs. In appointing such commit- 
tees they shall not be confined to members of the clubs and 
associations forming this Association. The President shall be 
ex-officio a member of ali special committees except Commit- 
tees on Standards. 

III. In all business of the Executive Committee when con- 
ducted by correspondence, the proposer or initiator of any reso- 
lution or other business shal! deliver to the Secretary of the 
Association a written statement of the resolution or other 
business which he desires to have considered by the commit- 
tee, together with as many copies thereof as there are members 
of the committee. The Secretary shall thereupon deliver to 
each member of the committee one copy thereof, accompanied 
by a notice that the member addressed must within one week 
return the same with a written approval, disapproval, or pro- 
— amendment, or be deemed to have approved thereof. 

n case any member of the committee prepares an amendment, 
he shall forward to the Secretary as many written copies 
thereof as there are members of the committee. The Secre- 
tary shall deliver them to the several members with a notice 
as above provided. Upon the expiration of the period provided 
for in the said notices the Secretary shall deliver to tbe Presi- 
dent the entire correspondence with a report detailing all that 
has been done in the matter, whereupon the President shall 
make such ruling as may be demanded by the circumstances 
and notify the Secretary thereof. He may, if deemed desir- 
able by him, direct further —— or call a meeting 
of the committee. The Secretary shall enter upon his minutes 
a full report of the proceedings. 


RULES AND REGULATIONS. 


1. The term dog where used in these rulesis general in its 
application, and includes bitches unless they are otherwise 
mentioned. 

2. All dogs entered for competition or exhibition only shall 
be entered in the name of bona fide owner. Such entries must 
be identified by name of dog, its age, and, if known, the 
names of its sire and dam; if the name of a dog which has 
won a first prize has been changed, its name at the time of 
winning any and every such prize, and the place thereof, as 
well as its present name, must be given. If the names of its 
sire and dam are not known, it may be entered ‘‘Pedigree un- 
known.” 

5. If a dog shall be entered without being identified, as di- 
rected in Rule 2, it shall be disqualified from competition. 

4. Puppies may —— in grown classes, except in classes 
where they are specially excluded, and will be judged as if 
matured. 

5. A dog which has when a puppy won a first prize ina 
puppy class, is not thereby disqhatified from competition in a 
class where first-prize winners are excluded. 

6. Dogs can be entered for the special prizes when eligible, 
but they must in all cases be previously entered in their reg- 
ular class. 

7. No dog can be entered for competition in more than one 
regular class. 

8. A dog to compete in the champion class must have won 
three tirst prizes in open classes at Bench Shows given under 
the auspices of clubs, members of this Association. And a 
dog having won three first prizes at above shows cannot com- 
= in an open class when there isa champion class for its 
<ind, but must compete in such champion class. 

9. A dog to compete in the extra champion class must have 
won two first prizes in the champion classes at shows recog- 
nized in Rule 9, but it must have at least two competitors to 
advance its standing, otherwise it wins the prize alone. A 
dog having won two first prizes cannot compete in a cham- 
_ class when there is an extra champion class for its kind, 

ut must compete in such extra champion class. 

10. A dog affected with mange or other contagious disease 
shall be disqualified from competition, and may, at the discre- 
tion of the Managers or Superintendent, be removed from the 
show, A competent person shall be appointed by the man- 
agers to pass judgment as to the disease of dogs. 

11. In any class where there is one or more dogs entered, the 
judge shall award the prizes only according to merit, with- 
holding such as his judgment dictates. 

12. The decision of the judges will be tinal in all cases, ex- 
cept where mistake, fraud, misrepresentation or collusion can 
be shown. In any such case the Managers, or such referee as 
they — appoint, must decide all cases, and the dog may be 
rejudged. 

13. All disputed questions, except those of merit, in any 
way connected with the judging, will be referred to, and be 
decided by, the Managers. 

14. No question involving the merit of adogto receive a 
prize can be brought before, or be determined by, the Man- 
agers. 

15. All protests and charges must be made in writing, and 
be delivered to the Managers or Superintendent as soon as 
possible after the awards are made. 

16. The Managers will meet daily to receive complaints, and 
must decide the same as soon as practicable thereafter during 
the show. 

17. Any person who misconducts himself or herself, or has 
misconducted himself or herself in any way in connection with 
dogs, dog shows, or field trials, may, in the discretion of the 
Managers, be disqualified from exhibition or competition at 
these shows. Such disqualification shall be recognized by all 
the members of this Association, and such person can only be 
reinstated by the club or association disqualifying him or her. 
The person disqualified may appeal to the Executive Com- 
mittee. 

18. The Managers or Superintendent shall have the right to 
exclude or remove any dog from the show for any cause ap- 
pearing to them to be sutticient. 

19. The Managers or Superintendent will use due diligence 
for the care and safety of ali dogs exhibited. Watchmen 
will be kept on duty day and night, but it must be distinctly 
understod by all exhibitors that the management will not be 
responsible for loss or damage to any dog exhibited, whether 
the result of accident or other cause. 


20. It is desired that with each entry the exhibitor will state 
the price for which he will sell his dog. A prohibitory price 
will be permitted. All transactions must be between the 
owner or his representative and the purchaser. The Mana- 
gers or Superintendent, unless requested, will not interfere nor 
assume any responsibility in the matter. 


21. An entry fee of........ will be charged for each dog en- 
tered, and it must in all cases accompany the entry. It in- 
cludes care and feed for dogs during the exhibition. 


22. All entries must be made on blanks furnished by the 
Superintendent, and can be had on application at his office. 


23. The entries close on................ and as soon there- 
after as practicable each exhibitor will receive a ticket of 
identification, and a numbered tag corresponding with the 
stall number of his dog. When the dog is brought to the ex- 
hibition hall the tag must be attached to the collar, and the 

n accompanying the dog must show his ticket of identifica- 
ion before the animal will be received. Therefore, exhibitors 


. 









are requested not to lose their tags, nor to put them on the 
dogs, Ww. an. until — pecneeee them at 

e door. case of dogs comin express, the tags must be 
firmly nailed to the cane. _— ; 


24, Each exhibitor will receive a ticket of identification for 
all dogs entered, which must be a preserved, as no dog 
will be permitted to pass out of the bui ding at night until its 
owner shall deposit and surrender this ticket to the check 
clerk, both of which will be returned on the return of the do 
next morning before 9 o’clock. If prize winners are taken an 
not returned, the prizes awarded them will be forfeited. 


25. No dog will be received unless supplied with a suitable 
collar and chain. 

. 26. The show will be open from9 A.M. to 10P. M. each 
ay. 

27. The judging will commence promptly each morning at 
10 o’clock, or sooner if practicable, and continue un 1 
o’clock, and also from 2 P. M. until 6 P. M. During these 
hours no wy | shall be taken from its stall, not even by its owner, 
andif any dog isnot foundin its stall when called for by the 
judge, the judging will proceed without it. This rule will be rig- 
idly enforced that the judging may not be retarded. Owners are 
ete to be near their dogs, and when the class is called 
to bring their animals into the judging ring, In the absence 
of the owner, attendants will take the dog into the ring. 


28. Notice of the awards will be attached to the stalls of the 
_ winners as soon as practicable after the awards are 
made, 


29. Exhibitors will be furnished with a season ticket free. 


30. No dog can be permanently removed from the building 
except by consent of the Managers or Superintendent. 


31. Dogs shipped by express must be prepaid and have a 
label stating from whom shipped, also name of station and 
express company that they may be properly returned. 


32. Previous prize winnings, pedigrees or other mention, 
shall not be posted in kennels of prize winning dogs until after 
their respective classes have been judged. 


33. Each member of the Association shall appoint their 
judges, arrange prize lists, form of catalogues, assume its own 
financial responsibilty and arrange such other details as may 
properly come under its individual management. 


34. Other rules and regulations not inconsistent with the 
constitution and by-laws may be adopted by the members of 
this Association. 


BENCH-LEGGED BEAGLES AT PHILADELPHIA.— 
Editor Forest and Stream: In your issue of Oct. 2, Mr. Pottin- 
ger Dorsey asks ape to correct the mistake in special class EE. 
at our late bench show. You add that the mistake probably 
is owing to a clerical error of thesteward. As [ acted as such 
for Dr. Downey, the mistake is not mine nor the club’s. Dr. 
Downey took the numbers himself from all the dogs awarded 
prizes in the classes he judged, while I acted as steward. I took 
the number from the judge’s book while he held it, and in no 
case did I give the number of any prize winners to the Doctor. 
I received a letter from the Doctor asking me to call the at- 
tention of the club to the matter, which I did at the regular 
meeting, Oct. 7. The books were asked for, and it was found 
in the judge’s book (Dr. Downey’s) in his own handwriting, in 
special class EE., that he had awarded the prize to No. 389, 
In the steward’s book, it was foundin his handwriting the 
same. The club said they could do nothing. The judge had 
awarded the prize, and that if it was a mistake the club did 
not make it and could not alter the record of a judge. It was 
agreed to let it remain as it is, and I was instructed to so state 
to the parties interested. I wrote Dr. Downey and Mr. Dor- 
sey about it.—W H. ASHBURNER. 


IMPORTANT SALE OF MASTIFFS.—Dr. L. S. Forbes 
Winslow, of London, Eng., will sell by auction through Messrs. 
Cook and Smith on Thursday Nov. 20, his entire kennel of 
mastiffs, This is a rare opportunity to secure some of the best 
bred as well as the best looking specimens of this noble breed, 
and one that is not likely to occur again for a long time. 
Crown Prince, Maximilian and Rosalind constitute a trio that 
cannot be beaten and we have no doubt that the bidding will 
be spirited. We would much like to see all of them come to 
this country and hope that some of our fanciers of the breed 
will have the pluck to secure at least one of them. Several 
other well bred ones will be disposed of at the same time. 
Further particulars are given in the advertisement of Messrs. 
Cook and Smith. 


THE WESTMINSTER KENNEL CLUB gave an entertain- 
ment last Saturday on the opening of its new club house at 
Babylon, Long Island. It is proposed next year to construct a 
new set of kennels on an approved plan. 


No Mepicab ExaMINATION is required to take out an accident policy 
in the Travelers, of Hartford, Conn., guaranteeing a sum of money 
weekly while disabled from accidental injury, and principal sum in 
case of death r sulting therefrom.—Adv. 


Rifle and Crap Shooting. 


AN OFF-HAND CLUB. 


Editor Forest and Stream: 

The general decadence in off-hand rifle shooting in New York and 
—— has been so marked as to call for editorial notice in your 
columns. 

The growing apathy has been a source of regret to all lovers of the 
sport, aud a remedy is much to be desired. The New York Rifle Club 
is probabty, numbrically, the strongest organization in this neighbor- 
hood, but even with us it has been impossible at times to fill a match 
requiring only six entries. That this lack of interest is purely local 
is evident when we consult the weekly “Range and Gallery” columns 
of your paper. For instance, I find in your last issue that the small 
city of Manchester, N. H., has a rifle club that can (and what is more 
important, does) turn out fourteen first rate shots, and could probably 
turn out more. There seems no earthly reason why we should not do 
at least as well here. Some half dozen of the most active members of 
the New York Rifle Club have put their shoulders to the wheel and 
hope to form the nucleus of a future off-hand club. The expenses of 
such a club as we propose need not be at all large, being confined to 
the actual cost of targets, markers, etc. We know that by offering a 
large prize list we can secure the attendance of a goodly number of 
mug-hunters, or that by having a keg of beer at the firing point, we 
ean attract another class of shooters like flies around a sugar bowl. 
But the affiliation of neither of these classes is desired. We have 
secured a convenient and accessible, covered 200-yd. shooting ground 
in Morrisania, for the winter, leaving the question of an outdoor 
range in abeyance till spring. And we feel sure that it only needs 
the hearty co-operation of all those in this vicinity actively interested 
in off-hand shooting to make the proposed club an assured success. 
Communications and suggestions from all who love the sport for its 
own sake are earnestly solicited. JAMES DUANE. 


Mort HAvEN, Oct. 25, 1884. 


RANGE AND GALLERY. 


A CALL FOR VOLUNTEERS.—The committee appointed by the 
National Rifle Association to consider the subject of a return military 
rifle match at Creedmoor in 1885, between the British Volunteers and 
American National Guardsmen, request that all riflemen who feel 
disposed to compete for places upon the American team, in case the 
match should ve decided upon, would address its Secretary, Mr. 
James Duane, No. 31 Chambers street, New York city. The Commit- 
tee particularly request the co-operation of all rifle associations and 
military organizations, as well as of individual riflemen throughout 
the country, so that a proper representation from all sections may be 











a and would be glad to receive suggestions from any quarter. 
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BOSTON, Oct. 25.—There was a limited attendance of riflemen at 
the range at Walnut Hill to-day. In the forenoon the wind was v 
tricky, making good shooting very difficult, but in the afternoon it 
was much more steady. A new military match was opened and will 
be continued until Jan. 1,the same rules governing as in the fall 
meeting. Appended are the best scores of the day: 





Creedmoor Practice Match. 
D Kirkwood. . .5545445444-—44 GS Patch... 
CE Berry... 545454444443 T Stewart 
8 H Sturgis. . «4585544444—42 C W Hodgdo 
PIS sx o5<%ene 344444545540 H A Lewis.. 
Creedmoor Prize Match. 

CH By... cscsccs 5554544455—46 J Kerrison.......... 
J B Fellows......... 45455 

Decima! Match. 
ON oasis cv cccccoadececveaass 8 9 9 9 9 71010 9 10—90 
NS. oi vsas. cave vaxencivess Se 10 610 7 9 6 8 8 7 980 
WRN. 6s ice eiudthevertisntiiek nade 38 8 6510 5 7 7 862 

Military Match. 
DEW. ...0.006000- 44555—23 W R Lockwood.......... 44444—20 
i FR er’ 44445—21 R Keleher...... ......... 33554—20 
CIN onkacasnsacieneced 44445—21 


WAKEFIELD, Mass., Oct. 22.The East Boston Schuetzen Corps 
and the Wakefield team faced the butts here this afternoon for a 
friendly contest. The weather conditions were unfavorable, owing 
to a strong wind which biew from the southwest. The Schuetzen 
Corps won the match by 24 points. Following is the result of the 


shoot: 
Kast Boston Schuetzen Corps. Wakefield Team. 


J F RSchaefer..... 4444355455— 48 WB Daniel........ 4454464554— 44 
© BGueih .......% 5544553544— 42 §S B Dearborn...... 4444444453— 43 
Albert Miller....... 4443454544— 41 TCarlin........ ... 3443344344— 36 
E Bennettt......... 4553448544— 41 DH Walker....... 3524044244— 35 
M Woodbury....... 4455435244— 40 WCoon............ 3334444442— 35 
FEE. .o. occces 5843444453— 39 F Winship......... 3328443443— 33 
H DCollins ........4843445505-- 87 D Ogilvie........... 3344443440— 33 
GH Witfert........ 3234444330— 30 M Young........... 2430444444— 33 

313 289 


After the shoot an excellent collation was served at the Richardson 
Light Guard’s armory. 

WHEELING, W. Va., Oct, 20,—At the practice last Saturday only 
three members of club could be scared from their retreat, which is 
becoming so chronic with most of them, and out of the three scores 
of thirty shots each, one was made by Mr. Jaeger which we think 
quite good—viz., 327 out of a possible 360, Mass. target, 200yds., off 
hand, with only one shot out of the ten ring, and twenty-one bulls. 
This is the first practice since the match with the Pittsburgh club, in 
which the highest score was 307 in thirty shots. Below are the scores 


in detail: 
Otco Jaeger............ 4 11 11 10 12 11 10 10 11 12 11-109 
10 11 12 12 10 11 9 10 10 11—106 
10 11 12 11 12 11 11 11 12 11—112—3827 
CG ein kiiviccises catccxess 10 11 10 10 10 12 11 10 8 11-108 
81010111010 811 8 10— 9% 
10 10 10 12 11 10 12 11 8 S—102—301 
91112 712 7— 98 
11 8 8 910 12 10 12 10 10—100 
91112 8101210 9 10 10—101—299 
Winn. 


JAMESTOWN, N. Y., Oct. 25.—Regular medal match yesterday. 
200yds., off hand, Creedmoor target. The day was pretty dark, win 
at from 5 to 7 o’clock: 


S N Ayres .......... 5555555455—49 OH Lilly ... ....... 4443444555 —42 
F K Dowler.......... 5455454555—47 RH Burns....... .. 4444445444--41 
BEV Peery... .s000e 4554555454—46 AC Jones........... 534444444440 
HA Ahlstrom......5444445545—44 H W Watson........ 4544444448—40 
FR Moore... 20... 5445444544—43 AF Ward........... 2 4453—38 
R. H. Burns. 


GARDNER, Mass., Oct. 22.—The Gardner Rifle Club have decided it 
inexpedient to have any special meet this fall, but will have a special 
meet in the spring. Some of the members went out to Hackmatack 
Range to-day. The new American decimal — was used; distance, 
200yds., shooting off-hand, with a possible 100. The best shots were 


as follows: 

SE avian cuvnad cenvdows benennees 6999 910 9 910 9—89 
Ws oh cCsaccdaensnal xen cees 6 9 9 91010 910 8 9—89 
Cr Mo ov vacc weewnasescinasces 6999 69 910 8 9-89 
I cass kcacescesn Ske enapetens 10 8 810 910 9 9 4 10-87 
We NI io os tccdicnce cccnes wucees 9573838 98 9 5 9-7 


MANCHESTER. N. H., Oct. 25.—This afternoon, with its changing 
light, varying winds and rain, was not the best for rifle practice, yet 
A. B. Dodge made the hadsome string of 100, shooting two 34 cards 
and a 32, which, with a 35 card which he had previously made in 
Match B, gives him an actual score of 108, or one point better than 
any of the local ritiemen have ever shot before. The scores made in 
tne several events are appended: 

Creedmoor Target—Practice Match. 


DS Harriman... .... 5043344—23 4344342—24 4334444—26— 73 
Creedmoor Target—Match B. 

A DDOMB: csc cve cscs 5445554 —32 5455555 —34 5545555—34—100 
Creedmoo: Target—Match C. 

AD Dodge. ...<..<-+- 5544444455—44 J Lawrence......... 5854445444 —42 


NEWARK, N. J.—The clubs connected with the Newark Rifle As- 
sociation commenced practicing on Monday last and will continue 
throughout the fall. The fall aud winter tournament will commence 
on or about the 15th of November. 

A DIRTY SCORE.—To show what ma, be done with the non-clean- 
ing rifle now coming into use on the other side, the subjoined scores 
made by Sir Henry Halford on the Sth and 9th inst. is given. They 
were fired at 1,000yds. from a Metford match rifle, and were consecu- 
tive with acertain ammunition, though between the 30th and 31st shots 
10 shots scoring 47 points were fired with another batch of ammu- 
nition. A few sighting shots were fired before the score opened, but 
for the second day no sighting shots were had. The score stood: 
555555555555555—75 555555555554555—74 555555554555555—74— 223 


CREAM OF PISTOL PRACTICE.—Mr. James Conlin, the well- 
known gallery chief, is preparing to introduce pistol practice as it is 
carried on in Paris. and to that end will introduce a duplicate of the 
oe medal of honor for which so many have striven and so few 

ave found. It will enable a comparison to be made between the 
much talked of skill of the Parisians with the pistol and the talent in 
that line on this side the water. 


THE TRAP. 


Correspondents who favor us with club scoresare particularly re- 
quested to write on one side of the paper only. 


PROVIDENCE, Oct. 21.—The Narragansett Gun Club held its semi- 
annual tournament to-day at their grounds on the old Washington 
trotting park. The attendance was smaller than at the spring meet- 
ing, the game season probably accounting for that; but a fair num- 
ber were present, and all seemed to have a —- enjoyable time. The 
day was a perfect Indian summer one, and the shooting averaged 
very good, the visitors particularly acquitting themselves with ‘the 
highest honors. Among the visiting shooters were Messrs. C. B. 
Holden, H. W. Webber and Bates Smith, of Worcester, and Mr. W. J. 
Braley, of Fall River. - 

Much of the success of the tournament was owing to the indefati- 
gable efforts of Mr. C, M. Sheldon, who had the arranging and sole 
charge of the shooting. All the shooting was at clay birds, the Har- 
ris clay quail being used in all the contests and gave the most satis- 
factory results. There were nine poo as follows: 

1. C. B. Holden and C. C. Gray first. E, W. Tinker, G. C. Brown and 
W. J. Braley second, M. B. Cornell third. 

2. B. Smith, C. C. Gray first, H. Webber, G. C. Brown second, C. B. 
Holden and W. H. Sheldon third. 

3. B Smith and H. W. Webber first, C. B. Holden and W. H. shel- 
don second, G. C. Brown third. 

4. H. W. Webber and C. B. Holden first, B. Smith and G. C. Brown, 
> Sears and C. B. Potter second, E. W. Tinker and C. C. Gray 
third. 

5. E. W. Tinker and J. Apeiets first, W. H. Sheldon and M. B. Cor- 
nell second. C. B. Holden third. 

6. F. E. Tingley first, C. B. Holden and C. B. Payne second. W. J. 
Braley and S. C. Brown third. 

e 7. i = first, W. J. Braley and G. C. Brown second, C. B. Hol- 
en third. 

8. Geo. C. Brown and H. W. Webber first, E. W. Tinker second, B. 
Tey eee. 

9. W. H. Sheldon and Geo. C. Brown first, B. Tripp second, E. 
Luther third. 

A tenth event was not shot off, owing to darkness coming on. The 
tournament was opened at i0 in the morning and closed at 5:30 
o’clock in the afternoon. W.#H.S. 

BOSTON, Oct. 22.—The semi-monthly meeting of trap shooters of 
the Massachusetts Rifle Association was held to-day at Walnut Hill. 
There was a fair attendance, and the scores made are appended: 

1. Dickey Farrar second, Snow third. 

2. Snow and Dickey divided first, Farrar and Stanton divided second, 
Souther third. 

























































while Routier (who is very —_ handled a wea: 
weighed about 11 pounds, and his cartridges— 





FOREST AND STREAM. 


= Tirrel, Nichols and Williams divided first, Stanton second, Snow 


t » 

4, Dickey and Curtis divided first, Jones and King divided second, 
Farrar and Tirrell divided third, Snow fourth. 

5. Williams first, Dickey and King divided second, Field, Stanton 
and Curtis divided third, Wright fourth. 


6. Field first, King and Law devided second, Dickey and Souther 


divided third, Stanton fourth. ; 

7. Law first, Dickey, Curtis and Williams divided second, Tirrell and 
Souther divided third, Knowles and Stanton divided fourth. 

8. Law and King divided first, Curtis and Stanton divided second, 


Tirrell, Jones and Knowles divided third, Farrar and Field divided 
ourth. 
9. Wright, Stanton and Curtis divided first, Law second, Farrar and 


Nichols divided third, Field and Tirrell dividéd fourth. 


10. Law first, Stanton second, Tirrell and Snow divided third, Snow 


fourth 


11. Dickey first, Lovejoy and Curtis divided second, Law, Field and 


Stanton divided third. Little fourth. 
In the team shoot the result was as follows: 


Lynn Central team, 32; I.owell team, 31. . 


whicn was taken after a lengthy contest by Pratt. 
the other eveuts: 

. Field first, Warren second. 

. Adams first, Field and Warren divided second. 
. Field first, Pratt and Stanton divided second, Adams third. 

. Souther first, Warren and Stanton divided second, Field third. 
. Field first, Pratt and Stanton divided second, Souther third. 

. Stanton first, Johnson second. 

. Stanton first, Souther and Pratt divided second, Field third. 

8. Adams and Field divided first, Pratt second, Stanton third. 

9. Stanton first, Field and Pratt divided second, Adams third. 

10. Field first, Stanton second, Adams third. 

11. Stanton first, Adams and Pratt divided second, Field third. 


AIS Orem CORD 


second, O’Neil third. 
13. Field first, Warren second. 
14, 15 and 16. Field first, Adams second. 


Knoxville Guu Club, Friday, Oct. 17, for the Ligowsky medal: 
MG McClung ..101111101011011—11 
J W Slocum... .011111100111011—11 
Jaques......... 011111001011101—10 
Dr C Deaderick. 1111111 11000010 —10 
J C Eldridge. ..111010010011110— 9 
Wm Jenkins. ..000110011101111— 9 
Townsend...... 001001111111010— 9 
A H Hebbard. .011101001100110— 8 


medal match the score stood as follows: 
M G McClung ..101111111111101—13 
po” See 111111101111011—14 





C M Woodbury.11100:001100100— 7 CC Hebbard.. 
F WArmstrong 111101011000000— 7 —— Hodge.. 
J C Campbell. .011000001100000— 4 

*Score not shot out on account of darkness. 
the medal. Blackbirds were used in this match. 


any of the series. 
and so far each contestant has won it twice, so that in a 
it will be decided at the next contest who is the fortunate man. 
foliowin 
contest No. 3 for the badge, when all stood at 18yds.: 
Contest No. 1-10 Target Balls. 





Kellogg, 18yds.... 
G Moody, 23yds... 


In shooting ties, Smith took fourth. 
Contest No. 2—10 Ball-Pigeons. 


third. 
pe ee ceessveren 1110101111—8 
COGS... cecsccecs 0111110111—8 
Kellogg and Jewett divided fourth. 


Contest No. 3—20 Ball Pigeons. 
E Moedy. .11111110111111111111—19 sSmith.... 


Smith won the medal. 
Contest No. 4—Double Rises—1 Ball and 1 Pigeon. 


G Moody.......... 11 10 10 11 11—8 


G. Moody 
Killick divided third, heuer fourth, 
Contest No. 5—10 Target Balls. 


PRE ras ccxenecasas 1111111111—10 


E. Moody fourth. 
Contest No, 6—10 Ball Pigeons. 





2 ere 1111101011—8 
Kellogg and Barker divided fourth. 


their melal, when the following scores were made: 


E M Stevens....... 111101011001— 8 H Gerber.......... 111010w. 


Miller, Zuver and Watson shot off the tie on 10 at 3 pairs of double 


birds, with this result: 


MOOS a5). -csatoxc ons A IF 16-8 Walsoe........2..0020<< 11 10 10—4 


MEE sccvece saan ..10 11 00—3 


Zuver has now won the medal twice, and is likely to win the club’s 


prize for the best average of the season. 


NEW DROP, N. Y.. Oct. 25.—A match between C. Bush and H. 
Otten, both members of the Jenette Gun Club, was decided at New 
Drop, Staten Island; $50 a side. 25 live birds, 30yds. rise, 80yds. 


boundary: 
PRM i snake eee hanes Gud vaddawedesaseans 1111111111111111111110011—23 
CPi crac wchaconddndscddneddveedasacds 1111011110101110101001011—17 


SACRAMENTO, Cal., Oct. 12.—The long-talked-of pigeon-shootin; 


match between James Parrott and George Routier, came off at Agri- 
cultural Park to-day, and was witnessed by some 500 or 600 persons. 
The day was cold and rainy, which rendered the event anything but 
a pleasant one. The conditions were 100 birds each, from 3 plunge 


traps, 2lyds. rise, use of one barrel, for $100 aside. Routier had 


his credit a score of 91 birds killed in a similar match with J. L. Zuver 
ears ago, while Parrott had no record in any maich at 


a couple of 
more than 50 birds, but something more than a year ago he defeated 
Routier in a 50-bird match, both men making rather poor scores. 
RKoutier was the favorite on Sunday last, before the match. Routier’s 
judge was J. W. fodd, and H. C. Chipman acted for Parrott, The 
referee was J. D. Young. When the match was about one-third fin- 
ished it commenced to rain very hard, but—although the attention of 
both shooters was called to the fact that the birds were in unprotected 
coops and being drenched to the skin—neither made any effort to 
have them removed and dry birds substituted. 

The match went on without a change of birds, and the wet and 

t out of the traps and vainly flopped their feeble 
ropped alongside. Another thing that doubtless 
that Routier was badly handi- 


shivering pigeons 
wings only to be 
helped on the defeat was the fact 


capped by his gun and the quality and quantity of his amumunition. 
Any 5-pound gun, with 2igdrs. of powder and loz. of shot would have 


been sufficient to knock down most of the birds used in the match, 
n which must have 
many of which he 


Massachusetts Rifle 
Association, first team, 47; Malden team, 37; Brockton team, 36; 


WELLINGTON, Mass., Oct. 25.—This afternoon witnessed a very 
interesting match for the medal at the Malden Gur Club headquarters, 
The winners in 
















































12. Stanton and Field divided first, Warren and Johnson divided 


KNOXVILLE, Tenn.—The following is the score made by the 


S B Newman. .. .000011110101010—7 
C C Hebbard.. . .160110011011000 —7 
T W Armstong. .100011010011001—7 
MO French. .. .000000111110100—6 
BTA ce ccass 10001001 1010000—5 
J M Ross........ 000000101101100—5 
C M Woodbury .110000100100000—4 
J E Campbell .. .101011000000000—4 


J E Ross ....... 110010110100100— 7 JM Greer....... 000000000001010—2 
J C Dunc®n....010010011101100— 7 SBDow.... ...: 000000000000000—0 
M. G. McClung won the medal on the shoot-off. ly champion gold 


OR cnc d 000000000110000— 2 
AH Hebbard.......... 1011100111* 


J C Eldridge. . ..111111001010111—11 J C Duncan....... .... 1101000111* 
OE sc ccaee 101100110111110—10 MO French.... ....... 0010011101* 
J WSlocum ...111110111011000—10 SB Newman..... ..... 0001100101* 
Townsend...... 101100011111011—10 J M Greer ............. 1000110010* 
Wm Jenkins. . .010111011011010— 9 SBDon............. ... 0000001101* 
Dr C Deaderick.011110010110000— 7 A Mead................ 0100100000* 


09000001 00* 
. --0000100010* 


M. G. McClung won 


LOCKPORT, N. Y., Oct. 22.—The eleventh shoot of the series took 
place on the Fair grounds yesterday afternoon. The inclemency of 
the weather during the forenoon prevented many from being present 
who were expected; however, the contest was the most exciting of 
Smith won the badge ———— yesterday, 

1 probability 
The 
is the score, each contestant being handicapped, except in 


E Moody, 24yds..... 1011111111—9 Smith, 24yds ........ 0100111101—6 
Jewett, Wyds... --1110001110-6 Howard, 20yds...... 0111110011—7 
..0011111101—7 Barker, 24yds....... 1011110111—8 


E. Moody took first, Barker second, Kellogg and Howard divided 


ORR iiidenecscnwi 0100010111—-5  Kellogg............... 0101101110—6 
WE Give 6¢thscdonsesd 0011001111—6 


WEN. anuacexcaces 1101101110—8 E Moody............. 1111011111—9 
E. Moody first. Howard and G. Moody divided second, Smith third, 


11111111111111111111—20 
Jewett... ...11111111111111111110—19 Howard. . .11110111011111101001—15 
Kellogg. ...1100110110001101011J—12 Barker... .11110110110101011111—15 
G Moody. .01011101111111111010—15 Killick... .10011111100101011110—13 


BMO0Gg «i << s0s0c 10 10 11 11 10—7 Smith............ 11 11 10 10 00—6 
Jewett... .2..00- 10 00 01 10 10—4  _Barker........... 11 10 11 10 11-8 
OD ixc.ccatase 10 1) 00 10 10—5  Killick............ 10 10 10 11 10—6 


and Barker divided first, E. Moody second, Smith and 


exc cwcucadaces 1111101111— 9 E Moody............ 1110100110— 6 
nce cuss cae 0111011111— 8 Kellogg............. 1010111111— 8 
rs kcaxaniuceees 011100110i— 9 Killick .............. 0111011111— 8 

Smith first, Barker second, G. Moody and Kellogg third, Jewett and 
CG MOGGS..... 5s cicecace 1001011110—6  Barker............... 0001001111—5 
awe ...0100011011—5 Jewett ....... ....... 1001111111—8 
a 0111010111—7  Killick................ 010110100i—5 


E. Moody and Jewett divided first, Smith second, G. Moody third, 


THE FORESTER GUN CLUB.—Following the Parrott-Routier 
match on the 12th, the Forester Gun Club members contested for 


CPOE soins ossie oss 111011111011—10 J Gerber........ «-110101010111— 8 


JL Zuver......... 111101101111-10 J W Todd.......... 111000111011— 8 
GW Watson...... 111111111001—10 J Scbroth..........011111110000— 7 
F F Tebbets....... 101101110111— 9 F Rushstaller..... 001101100101— 6 
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had misfires—seemed to be loaded with from 5to 6drs. of quick powder, 
ving a severe recoil but lacking in far-killing powers. 1+ is our be- 
ief that if Routier had shot a 6 or 7-pound, 12-gau , and loaded 
his cartridges with say 3drs. of tolerably coarse, hig’ “grade powder, 
he would have lost very few birds of those shot at on Sunday. Par- 
rott, who is a stalwart man, shot a much lighter guu than he, and 
used considerably less powder. Following is the full score. 
Parrott—1011111111111111111111001111121112111111112111111111111111111 
121111111111111111111111011111110111100—94. 
Routier—1110110101010111110111110101111111011001191111111111011111111 
111111111111111111111011011101111111110—84, 


Pachting. 


HEAVY VERSUS LIGHT CENTERBOARDS. 


Se question has been asked lately as to the relative merits of 
heavy and light centerboards in wide shoal boats. A very care- 
fully conducted experiment with a loaded board was made two years 
since by Com. Dilworth of the N. J. Y.C., and the results were 
summed up in ForEsT AND STREAM of Feb. 8, 1883. 

The open boat Dare Devil, on which the experiments were made, is 
27ft. 4in. long, 12ft. beam, and 2lin. draft, her board being of white 
oak with a lead shoe of 325 Ibs., heavier on its after end, the total 
weight being 750 lbs. Ballast was removed from inside until, with 
the board down, she was about as stiff as before, her displacement of 
course being less. Under these conditions, when free, she showed a 
slight increase in speed, and to windward, in light winds and smooth 
water, she was as fast as before, but slow in going about; while in 
rough water her motions were abrupt and violent, greatly decreasing 
her speed. 

Experiments with heavy keels on boats of similar model to the 
Dare Devil also seem to: prove the same—that such boats will per- 
form better in rough water with iron or lead ballast cast to fit the 
frames, and distributed as low as gegen over the floor of the boat, 
than with the weight concentrated at a point below the hull. On the 
other hand, in canoes a great weight is carried in the form of center- 
board, either one or two being used, without any evil results, and 
iron boards are used in many rowing and sailing boats, and small 
yachts of moderate proportions, with success, The advantages of 
“outside,” or rather low and concentrated weights, are clearly 
proved as regards most types of boats, but the question of the effect 
on shoal wide craft is vet undecided, and we shall be glad tu hear 
from others who may have tried such experiments. The old ideas of 
lead making a boat “logy,’’ of weight deeply immersed bein 
detrimental to speed, and similar fallacies, are pretty well expioded, 
and the benefit of low ballast, as a rule, is conceded in practice by 
those who nominally deny it; but the question is still to be deter- 
mined whether there are exceptions to this rule, and if so, what they 


are. 














AN IDEA FOR INVENTORS. 


7. following letter from a correspondent in Cologne, Germany, 
. suggests a combination of sail and steam which we believe has 
not yet been successfully accomplished in this country if abroad. 

Such a boat would need to be more of a sailing craft than any of 
our steam launches, with some method of disposing of the screw in 
sailing, and with a very compact engine and boiler. The idea suggests 
another boat which has been tried, butas yet not a practical success— 
a steam dinghy, capable of having its engine and boiler lifted out and 
readily ema say on a sloop of 40 or 50ft, waterline, while the boat 
can be swung at the davits, rowed if necessary, and yet can quickly 
be under steam and able to tow the yacht m acalm, if only a few 
knots per hour. The engine and boiler could aiso be utilized in end- 
less ways on deck, warping, setting sail, lifting anchor and similar 
work. If any of the yachtsmen of the steam fleet can solve these 
questions in the leisure of the coming winter, they will doa greater 
service than if they had solved half a dozen accurate and original 
methods of rating their favorite craft for racing. 

Editor Forest and Stream: 

It would prove of great interest to hear something from your many 
experienced yachtmen correspondents what they know about com- 
bination vessels (steam and sailing), or if any steps have ever been 
taken in this direction. 

I do not allude to large yachts like the Sunbeam and others, but 
similar vessels of smaller capacity, 30 to 40ft. length, to be easily 
managed on a cruise by a quartet crew. 

Every one possessed of a love for yachting does not have the advan- 
tages of good sailing waters, but are hampered by many difficulties 
according to their situation. For example, on a large river, as we are, 
with a current running from four to six miles an hour, according to 
narrows and freshets, besides running such a serpentine course for 
even long stretches, that the wind, which has been favorable, vurns 
dead against you, aud in connection with the current, renders further 
advance impossible. The aid of steam would be aglorious advantage, 
and the difficulty of the time being easily surmounted. As it is, we 
are obliged to turn tail or be satisfied with a very cramped area of 
sailing pleasure. 

We therefore humbly beg that if any one has experience in this sort 
of boat —something useful and pleasurable as a cruiser, with sail and 
steam (to be used when necessary), accommodations for four or 
five persons comfortably, and within the capacity of modest means, 
to let us hear from them through your valuable and interesting 
columns, Ww... 

CoLoangE, Oct. 13, 


STATEN ISLAND.—The new rapid transit railroad is being built 
along the North Shore. and the roadbed will soon be completed. The 
road has already cut off the beach and a large portion of the Seawan- 
naka Corinthian Y, C. basin, so that no yachts can be hauled out, and 
anumber of those permanently laid up have been towed over to 
Brooklyn. There are now in the basin the Isis, Frolic, Oriva, Zolus, 
Whisper, Aneto, Nyssa, Rosalie, Espirito,and a number of others. 
The road will be a convenience to boating men in some respects, but 
besides defacing the beautiful water-iront, it will necessitate the re- 
moval of all the boat houses to the outside of the tracks, while dirt 
and sparks will add to the miseries of yachtsmen who are already 
sufficiently troubled by the sludge acid from the oil refineries on Con- 
stable’s Hook. This nuisance is increasing year by year, the water 
for days together being covered with a thick yellow scum. ruinous to 
yachts, boats and clothing, poisoning the fish, and making bathing 
impossible. 


KILLED, WOUNDED AND MISSING.+-And now the best friend of 
the sloops deserts them when in trouble. Even the Herald has a = 
at them, as follows. The list below can be supplemented wit 
Stranger, overpowered, Happy Thought, carried away main traveler, 
and Wacondah seeking sheiter in the Horseshoe, thus accounting for 
the eight sloops that started. ‘It is a funny chapter that of the 
breakdowns to the yacht fleet when attempting to sail the race on 
last Saturday. The sloop Annie carried away her gaff and was towed 
back, the Penguin lost the shackle to her jib sheet when in stays to 
run up the beach, and the Athlon met with some mishap to her cen- 
terboard which delayed her, and she passed in by tne next day, it is 
said. The sloops Sara and Aria distinguished themselves by sailing 
out as far as buoy No. 13 and running back again unde’ ‘bobjibs,’ 
and, if report be true, it will be some time before thay quit the 
placid waters of the Sound to frolic about the lower bay in a 
nor’wester.”’ ‘ 

THE PENGUIN IN THE FALL RACES.—New York, Oct. 22.— 
Editor Forest and Stream; Reading with much interest your ac- 
count of last race of Seawanhaka Y. U., I find it incorrect in one im- 
portant particular, the performance of tbe sloop Penguin. The Pen- 
guin rounded Sandy Hook lightship at Jeast one mile and a half after 
the Athlon and one mile after the cutter Oriva, before breakin, 
down. She had, inthe hard beat to the Hook, put both sloop an 
cutter under her lee, and had the race well in hand; in fact could 
beat both easily. This fact I think will not be disputed by any of the 
crews of either Athlon or Oriva. The Penguin is only 43ft. 6in. water 
line, and is entirely outclassed by the Oriva and Athlon—SuBscrIBER. 


A NEW CRUISER FOR THE NAVY.—The cruiser Atalanta, the 
first of four, was launched from the yard of Roach & Son, at Chester, 
Pa., on Oct. 9. She is 270ft. long, 42ft. beam, 17ft. draft, and 3,000 
tons displacement, and is bark rigged, with 10,400 square feet of 
canvas. Her indicated horsepower is 3,500, the screw being 17ft. 
diam. and 20ft. pitch. ‘fhe speed at sea is estimated at 13 knots, with 
which her load of coal, 586 tons, will carry her 2,500 miles, or 5,000 
miles ata speed of 10 knots. The contract price of the huil and 
fittings was $618,000. Her crew will number 230. 

DAMAGE TO YACHTS AT BOsSTON.—On Oct. 22 a gale of wind 
caused considerable damage among Boston yachts and boats, a num- 
ber being torn from their moorings and thrown against docks and 
piles, or blown off shore. Some damage was also done to the house 


of the Boston Y. C. 


ROSSER’S “LAW OF STORMS.”—We have received from the 


ee ee Norie and Wilson, a little book by W. H. Rosser 
en t & ot! 
theory of the law of storms, with much practical information con- 


cerning them. 


he Seaman’s Guide to the Law of Storms,” giving the 
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SMALL CRUISING BOATS. 


T= pleasure navy of this country includes an innumerable variety 
of craft from the delicate birch of a few pounds weight to the 
stately steam yacht, every variety of out-door sport being fully repre- 
sented; the canoe or dugout, the sinkboat, sneakbox, houseboat and 
steam jaunch of the hunter, the numerous rowing and sailing craft of 
the fishermen; the shell, the gig and the barge, together with a vast 
number of less elegant craft used by the oarsmen; the handsome and 
saucy fleet whose emblem is a paddle; the sailing fleet, the little cat- 
boat, the spider-like catamaran, the large number of small yachts of 
various types, the sloo; s, cutters and schooners of the racing fleet; 
and of late years, arapidly increasing fleet of steamers of all sizes 
and models, from the puffing, pretentious little dinghy, to the queenly 
Namouna; but in all this fleet there is one class that of late has come 
into more general notice, and in the future promises to take an im- 
portant place of its own, that as yet is little known and poorly repre- 
sented, the small cruiser in which two or three may travel by oar or 
sail, in safety and comparative comfort. 

Cruises of this kind have until recently been little known in this 
country. Prior to the war the interest in athletic sports was very 
slight, and the charms of an out-door life but little appreciated by 
the young men of the cities, and during the war there was no time 
for such development, but the last decade has seen a marked im- 
provement. People are learning the importance of play; baseball, 
cricket, football, tennis, archery, rowing and racing, bicycling, canoe- 
ing and yachting are recognized as important factors in the develop- 
ment of the perfect man—though like other good things, subject to 
abuse—in communities where once they would not have been tol- 
erated. The busy men of to day, in all their rush and haste for for- 
tune, are having the lesson of the absolute need of rest and relaxa- 
tion forced on them, as one after another succumbs to overwork and 
the diseases consequent on a sedentary life, and are forced to recog- 
nize the fact that the men who do the best work, and do it the long- 
est, are those who do not devote every waking moment to the ‘‘street”’ 
or the office, but who find time for a pull on the river, a few miles on 
a wheel, a restful hour over a spruce paddle, or a day to windward 
onthe bay orsound. The patrons of out-door sports form a very 
ee and rapidly growing army, recruited from all ages and stations, 
and the manufacture of the various implements of their sports con- 
stitutes no small portion of our industries. 

A very large division of this army find their amusement on the 
water in different forms, and to meet their requirements the various 
craft have been developed to a high standard of excellence; for the 
racers, the light cedar, or paper shell boat, the fast open boat and 
catamaran, the racing sloop, cutter and schooner; for the hunters, 
boats and implements suitable to their sport: for the larger cruisers, 
the schooner or steam yachts; but when it comes down to the smaller 
boats, the list is much shorter. 

Some fifteen years since, a party of gentlemen desirous of taking a 
summer cruise up the Hudson, could find nothing better for their 
purpose than an ordinary open rowboat of fairly good model, but 
still poorly adapted for such atrip. They made the cruise, however, 
from New York to Albany, and enjoyed it so much that they cast 
about for a better craft for more varied cruises. Their attention was 
drawn to a new craft that had just come into prominence in England 
under the title of canoe. They made inquiries, obtained the lines of 
the craft, several were built and imported, and with the formation of 
the New York C. C., the sport was inaugurated in America. Its sub- 
sequent growth is well known; canoeists have penetrated every por- 
tion of the country, they have a strong and vigorous organization de- 
voted to their interests, to colleciing information, securing recognition 
and rights to members, aiding cruisers of all kinds, while with them 
camping and cruising is reduced toa science, and their boats are 
marvels of completeness and excellence. Canoeing fills the wants of 
a very large class, but from the canoe to the cruising yacht, even of 
moderate size, is a long step, the first cost jumps at once from one or 
two hundred dollars to up in the thousands, while the current ex- 
penses increase in like ratio. 

There are many more who do not care for so smallacraft asa 
canoe, and who on the other hand cannot afford an outlay of $500 co 
$1,000 per year fora yacht, but who would like to take their outing 
in the shape of a cruise if a suitable boat were available. They have 
at their disposal the tribe of rowboats, good for many purposes, but 
most y unfit for theirs, and on the other hand. the nearest approach 
in the shape of a sailboat has been heretofore the well known catboat, 
say 16 to 18 ft., wide. shoal, with centerboard, open cockpit, and cat 
rig, good for ape gore of short sails in light weather, and haviog 
the advantage of light draft, but on the other hand, very unsafe, a 
bad sea boat, the rig not adapted for crusing, hard to steer, with little 
or no stowage room, and no sleeping accommodations. Many cruises 
have been made in such boats for want of better, but they are badly 
suited for the purpose. Besides these are the sneakbox and 
sharpie, both used sometimes for cruising, and above them comes the 
small cabin boat, like the catboat, wide, flat, dangerous, useless in a 
sea, poorly rigged, and of limited accommodations. These comprise 
the boats within the reach of those who wish to cruise as comfortably 
&8 possible at a small expense. 

ow, let us see what is necessary or desirable in such a craft, large 
or small, between the canoe and the yacht of say 30ft. water-line, 
which is as large as most amateur sailors will care to cruise in with- 
out a hired crew. Speed we will put out of the question, as of little 
impcrtance at present compared with other matters, but safety comes 
first of all. The smalier boats, of course. cannot be made non-cap- 
sizeable, but much may be done by a suitable mod: 1 and ballast to 
render them practically safe in that direction, while they may be in- 
finitely superior in rough water to the ordinary open boat, especially 
when the latter has toreef. All experience points to what may be 
called the canoe model, both ends pointed, a proportion of beam to 

length of 4 tu 1-6, bold sheer, long flat flosr, good freeboard and a 

comparatively large depth, as the best boat for such purposes as we 
are concerned with. To this family belong the whale boats, the gal- 
leys of the Vikings, many modern Jife and surf boats and ship 
launches, most savage canoes, the Norwezvian pilot boats, Block Island 
fishing boats, and some of the vessels of the early settlers of America; 
all boats designed for easy performance in rough water and many of 
them capable of developing a good rate of speed. The bal'ast should 
be of iron or lead, the latter being better and cleaner, but more ex- 
pensive, and should be as low as practicable. The rig should be so 
divided as to be easily managed by one man if required, and capable 
of being quickly and surely reduced to meet any emergency. 

To obtain comfort, there must be some provision for sleeping, with 
a suitable shelter, and also ample and convenient storage room for 
clothes, bedding, provisions and other necessaries, with apparatus 
for cooking. 

Provided with a suitable boat and equipment, a party of two. three 
or four congenial companions will find po limit to the cruising 
grounds at their disposal, or to the ambunt of hearty, healthy sport 
they can, at small cost, enjoy. What may be done has been told 
many times in books: the ‘‘Vacation Cruises” of Prof. J.T. Rothrock; 
“Cruises in Smal) Yachts and Big Canoes,’’ by Mr. Speed; Bishop’s 
and MacGregor’s books—the latter by far the most charming of all 
the list. and responsible for the making of more canoeists and cruisers 
than any other agency; the cruises of the Orion, Leo, Kate, Silver 
Cloud, Procyon and many others. 

Perhaps one of the most instructive of these books is the chatty and 
interesting yarn spun by Mr. H. T. Speed. of cruises in various small 
craft; to Holland in a 10-tonner; in smaller boats on Southampton 
water, the Solent, the Channel and the “‘crystal Thames.”’ The first 
of these cruises was made in a 10-tonner, the Watersnake, described 
by her skipper as follows: ‘She'wasa small cutter of about 7 tons, 
built at Portsmouth in 1873, but redecked, sparred, canvassed, and 
thoroughly overhauled and refitted by McWhirter, at Erith, in 1878; 
of pretty smart appearance and not overdone with sail. Dimensions 
as follows: Length over all, 34ft. 6in.; counter, 6ft.; beam, 8ft.; draft 
of water, 5ft. She had iron ballast inside and a small lead keel of 
half aton. Of course carvel built, and with considerable rise of 
floor. Sternpost not much raked, and clew of mainsail plumb with 
taffrail. Main cabin 10ft. 3in. long; after cabin 3ft. 6in. long: a good 
forecastle, with room in it for a bed-bunk, but with which it was 
never fitted. Her fittings below were mostly teak aud mahogany 
French-polished. The little after cabin was entered by a ladder on 
the starboard side through the cabin top, and had a washstand on 
the starboard side and a 6ft. berth on port side, which was carried 
along under the deck and passed along one side of the steering well. 
The latter was 2ft. 7in. long, and completely shut off from the main 
eabin by a bulkhead, which had fitted on it a small shelf to take the 
binnacle in a handy position.”” The crew numbered three—the skip- 
per, his brother and a friend. 

Starting from Erith on the Thames, they ran around the South Fore- 
land to Dover, thence past Calais, Dunkerque, Ostend, and on to 
Flushing, thence for a month through the maze of Dutch water- 
courses, and home again, laying up after a cruise of three months. 
The whole cruise seems to have been full of incident and pleasant 
occupation, coupled with some hard work and hearty exercise. 

The next cruise recounted is in a smaller craft, a ‘‘Mersey canoe” 
16ft. long, 4ft. 14in, beam., 20in. deep amidships, with 614in. of keel, 
containing 3cwt. of lead. Inside she carried lcwt. 10lbs. of lead. The 
sail area was 180ft. mainsail and mizzen, lugs. with jib, the dimensions 
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Tonnage, ‘‘one ton and an awful fraction.” 

Her well was 5ft. 6in. long, and 2ft. 6in. wide, with a locker aft for 
stores, open lockers along the side, and two shifting thwarts. steering 
with a half yoke on the rudder, and a rod hinged thereto, the motion, 
of course, being fore and aft. The well was covered completely by a 
tent. 

She was built by Mr. McWhirter to her owner’s specifications, 
which, as he gives them, called for ‘‘a jolly big canoe; one that will 
take two people, and sail, and row with a pair of sculls, and look after 
herself a bit, and one that I can sleep in with alow tent, and move 
about in without looking in the glass first to see if my hair is parted 
in the middle.” In her, two vacations were pleasantly passed, knock- 
ing about the Thames and neighboring waters, before she gave place 
to a similar but larger boat, the Viper. 

The Viper, also from Mr. McWhirter’s shop, was built in 1881, for 
a cruise on the Zuyder Zee. Her sheer plan and rig are shown in the 
drawing. Her length is 20ft., beam 5ft. 5in., depth to gunwale amid- 
ships, 2ft. 6in. Deck has a crown of 5in. and is of light wood covered 
with canvas. Her keel has 19 cwt., 2 qrs., 19 lbs. of lead, with 2cwt, 
1 qr., 18 Ibs. inside, and an iron keelson of 75 lbs. The depth of keel 
is 1ft. 9in., and the total depth 3ft. 4in. Her cruises were in the 
Thames and along the south coast of England. 
™The larger drawing shows a boat of the same class as the Water 
Rat, known as the “Mersey canoe”’ or “canoe yawl.’’ described in 
Kemp’s ‘Yacht and Boat Sailing.” Such a boat would meet the 
wants of many who desire something larger than the ordinary canoes 
but with the good qualities of the latter. Her dimensions are, length 
17ft., beam 4ft. 6in., depth 2ft. Oars are used as the beam is too 
pe to admit of paddling. The deck and well is similar to a canoe. 

ead ballast is stored under the floors. The rig consists of two lugs, 
main and mizzen, the dimensions being: 
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As there is no centerboard the interior of the wel. is entirely unob- 
structed, and there is room for three persons, though on a cruise two, 
with the necessary stores and baggage, would be enough. Beds for 
two might easily be made up on the wide, flat floor, a tent being 
pitched over the well, while the seats may be removed entirely at 
night. Under the fore and after decks is ample room for storage of 
ali stores. The steering is done with a deck tiller, as in a canoe. 

In building such a boat, the stem, sternpost and keel would be of 
oak—or the tormer of hackmatack—sided 1}4in.; keelson of oak, 
3xiéin.; plank of cedar, 5-16 or 3gin. lapstreak; gunwale of oak or 
mahogany; deck of 3¢in. pe, covered with 6 to 8oz. drill laid in 
pene: coamings of oak, . thick. The ribs would be 34x54, spac 

in., with floors at every alternate frame. 

The sails are rigged as ‘standing lugs” or a yawl rig similar to the 
Viper may be carried. The sails will be of 60z. drill, double bighted; 
rigging of ‘‘small 6-thread’’ manilla: blocks cf wood, iron or brass. 
Next week we will give plans of two similar boats, one of 14ft. and 
one of 18ft. length. 


SAN FRANCISCO.—Casco, Spray, Nautilus, and Nellie have been 
laid up. Lurline may stay in commission all winter. The lead keel 
of the Carmelita was cast successtully at Driscoll’s yard. Greenpoint, 
New York, on Oct. 16. 

BUFFALO Y. C.—Mr. Geo. C. Smith has lately purchased the sloop 
Ripple, of New York, and she has been taken to Buffalo in tow of a 
steam canal boat. The Ripple is 37ft. over aJl and 14ft. beam. 


ATALANTA.—The sloop Atalanta, advertised for sale at auction on 
Oct. 20, at Belleville, was not sold, owing to there being no bidders. 


Canoeing. 
ee 
UNSAFE CANOES. 


AS along shore in search of information concerning the 

drowning ot Mr. Conkling, brought us face to face with an un- 
pleasant feature of modern canoeing in the shape of two so-called 
canoes hauled upon a bank, both being of the home-made, canvas- 
covered variety, about as dangerous traps as can readily be found 





ae small craft, the catboat of our daddies not excluded. In 
model they were all a canoe should not be; low, little sheer, flat deck, 
no floor or bearings to support them. In build —— were equally bad, 
the sides were not alike, the framework light and flexible, and the 
oorea we of thin duck, while the fittings were clumsy and unreli- 
able to the last degree. 

No experienced canoeist would care to venture for a short paddle 

in such a craft, much less on a cruise in strange waters, while to essay 
to sail would be rank folly. And yet such boats are built and used 
everywhere by novices, ignorant of the art of sailing, of the manage- 
ment of a boat, and often unable to swim; and worse yet, it is not un- 
usual to see two in such a craft at onetime. The drowning of two 
children, six and nine years old, at Cork, Ireland, this summer, from 
such a canoe (?), 9ft. long, is an example, and the only wonder is that 
there are not more such. 
_ We have already laid down the rule that persons who are unskilled 
in sailing and handling a boat, and who cannot swim, have no busi- 
ness in any boat, unless in charge of some competent hand, but even 
if a person be competent, the boat itself should be safe. 

With a little mstruction and practice a sufficient knowledge of 
handling and sailing a boat may commas by any boy, and swim- 
ming is an accomplishment that should be taught to all, that is the 
ability to keep one’s self afloat and to remove coat, shoes, etc., in the 
water, not merely to swim when undressed. 

With such knowledge, boating in its various forms is as healthful 


and pleasant an occupation as any boy should want, and the danger 
not excessive. Those who have the care of boys, however, should 
see that the boats in which they are trusted are of proper model and 
build and suitably equipped. There is no reason why the canvas 
boat, of home-made build, should not be a safe and serviceable craft, 
while it is within the reach of many who cannot afford a more ex- 
pensive boat, and for their benefit we will give shortly the plans of a 
canvas canoe designed to be safe under sail or paddle, for beginners. 

To those in charge of boys we advise a careful examination of the 
boats they use, and a condemnation of all that are inany way unsafe, 
Besides the work of amateurs there are canoes built and sold by 
builders that are unsafe for any purpose, and others which, while 
safe in the hands of experts, should never be entered by a novice, and 
purchasers who are not familiar with the various builders and models 
should ask the advice of some old canoeist in their selections, 





THE INVENTION OF THE DROP RUDDER. 


+". following letter explains itself, and settles the question so far 
as Mr. Stoddard is concerned. Mr. Stoddard assures us that the 

idea of a metal drop or ‘‘centerboard” rudder, to coin an appropriate 

name, was original as far as he was concerned, he not being aware 

that such a device had been described or used previously: 

Mr. S. R. Stoddard: 

Dear Sir—Yours of even date, calling our attention to the construc- 
tion that may be put on our claim in relation _to our sail and drop 
rudder, as shown at the A. C. A. meet at the Thousand Islands last 
summer, printed in the Forest AND STREAM of Sept. 11, is received. 
In reply we beg to say that the combination of the well-known lateen 
sail with the batten lug, and the rudder with the blade to raise and 
drop below the keel, was, so far as we know, original with you. The 
idea of a drop rudder had occurred to us before, but had never been 
put into practical use. What we meant to protest against in the let- 
ter referred to was that our adaptation of the idea, differing essen- 
tially from Fry and contaming also our latest improvements, 
should be called by your name. 

The sail of the Atlantis differed from ours in shape and also in hav- 
ing a long, jointed gaff, while the spars in ours were of a uniform 
length. Our rudder, as shown at the A.C. A. meet, differed from 
that of the Atlantis in material points devised by us, which we con- 
sider very great improvements, making it practically a new inven- 
tion, for which we should have the credit. T. Joyner & Son. 

GLEns FALLs, Oct. 23, 1884. 


WHERE HAVE YOU BEEN? 


y= the exception of “Okeechobee,” ‘‘Windward,” ‘‘Tarpon,” 

and a few others who are able to escape the half year of inac- 
tion enforced in most canoeists, the cruisers have “laid up” except 
so far as an occasional paddle is concerned, and the season of 1884 is 
atan end. Hundreds of cruises varying in length have been made 
this season, on every one has some information of value been ob- 
tained which would benefit other canoeists, and nearly everv cruiser 
desires similar information in regard to some route proposed for next 
summer. Now the best way to obtain such information is by no 
means difficult; an account of your own cruise, told plainly and con- 
cisely, or if the writer is able and the details of interest, written up at 
greater length, will give some one else the facts they desire, and will 
set an example to them to do in turn what_you have done; to contri- 
bute their leaf to Forest AND StrEAM’s “Log Book.”’ It has been 
proposed to collect the logs of all members of the Association, and 
publish them in pamphlet form for the benefit of cruisers, but such a 
plan is hardly possible yet, and besides such a record can answer no 
new questions and is soon out of date, but the “Log Book’’ and 
“Chart Locker” of ForREST AND STREAM are always fresh. always 
ready to answer any questions, and to record the latest changes in 
water courses. 

We want now a few words at least from every canoeist in or out of 
the Association, who has cruised this year; if nothing more, a postal 
card, telling as much as possible of his wanderings and what he has 
learned, and also what he wants to know for future cruises. 


CAMP STOVES. 


Editor Forest and Stream: 

Noticing your account of a simple form of camp stove shown in 
this week’s issue, and having for some years used one of simular con- 
struction, but which, I think, has some advantages over the one 
shown, I —i a description which, if you see fit, please give to 
our fellow craft, for I believe in each doing what he can to impart 
information. 

My stove is essentially the same as shown in “Amateur Canoe 
Building,’ with the decided advantage that the body of stove is all 
hinged together, and that when not in use the stove, covers and fun- 
nel all go into a canvas bag, two feet long, one foot wide and about 
three-quarters of an inch thick, which can be stowed under floor of 
canoe, and is entirely out of the way. Made of sheet iron, the top is 
24x12, with two holes &in. diameter, with sheet iron covers, and a 
small 2x3in. hole at one end to hold chimney or funnel. Sides are 
24x10, hinged to top, and ends 12x10, hinged to top in same manner; 
small strips uf heavier iron, in. thick, are rive on sides and one 
end in such ¢ manner as to project below bottom of stove, and being 
— can be pushed into the ground in setting up stove so as to 

old all firm. The front end does not have these projections, so it 
can be propped out from stove, thereby acting both as a door for 
fuel and to create a draft. 

The funnel is made of four pee hinged together, two 238x3 and 
two 2314x2h4, the additional half inch projecting below and fitting 
into the hole cut in top of stove. 

This gives a stove which can be shut up like a schoolboy’s dinner 
box, the sooty side always in, and the covers and funnel, folded and 

ut inside, the stove can be taken out of bag and set up ready for use 
n one minute, and is altogether the best camp stove I have ever 
heard of or seen. M. E. Crocker. 

Boston, Mass., Oct. 24. 


Editor Forest and Stream: 

Seeing in the can department of the last week a suggestion as 
to camp stoves I feel ed upon to describe a very simple and useful 
one I have used and still c to. 

It consists of a large sheet iron cylinder about 10 to 12 inches in 
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diameter and the same in length, open at both ends: Across one end 
are stretched several stiff wires upon which rest the cooking; utensils. 
At the other end, which is the bottom when used as a stove, an open- 
ing about 6x? from the bottom edge is cut to serve as a door and d: aft. 
At the same end, ap te the door, another small opening is cut to 
give a draft to the ether side. 

When not used as a stove it is reversed, the wires serving as a bot- 
tom enables it to hold all the utensils, plates, etc., as a bucket, and a 
wire handle being fitted to the bottom for that purpose. 

Its advantages are that a fire can be made very quickly, even with 

or wood, as the draft is tremendous; it confines the heat and saves 

uel, enables one to have a good fire of wood too small to use in an 
open fire, and renders the hunting and cutting of the usual cross 
piece for hanging the pots by unnecessary, and it is also very cheap. 

New York, Oct. 27. 


THE LOG BOOK. 


THE DELAWARE RIVER. 


¥ROM COCHETON FALLS TO PORT JERVIS~—II. 


JHE river widened into a large quiet eddy above the falls. On the 
Pennsylvania shore stood an old sawmill and piles of lumber, 
near which the party landed, with the intention of examining the 
channel. They ciambered over the great boulders of granite which 
lined the fall on either side, eagerly looking for the safest road 
through the rushing waters. There were three successive rapids 
over long ledges of rock, the last one being the highest and white 
with foam. Here and there boulders obstructed the fall, giving 
promise of disastrous shipwreck to any unlucky canoe venturing tou 
near. The main volume of water was on the east, close to the New 
York shore, but appeared too rough and dangerous, and it was de- 
cided to make an attempt down the Pennsylvania channel, which, 
through crooked and full of rocks, seemed more practicable. 

Several of the party unpacked their boats in order to run the falls 
light, O., however, taking the lead with his loaded canoe, and, bracin 
himself for a tussle with the waves, shot into the first dip, his hea 
in his mouth. Precaution had been taken to tie the stern painter to 
the paddle, so tha. in case of a spill he might have more than a 
“straw to catch at.”’ On sped the Marion, and with a rush anda 
roar, a tremendous splash and a whirlwind of foam it was all over 
and the little boat was floating quietly in the eddy below, with no 
damage except a bucketful of water in the lap of the crew. She 
was speedily hauled up on a sand beach under a boulder in full view 
of the falls and bailed out, and her crew amused by watching the 
others as they came plunging through the wild waters one after 
another in safety. They gathered together to set things to rights, all 
talking at once, each and every one eager to describe how he did it, 
and “not so much of a fall after all” was the general remark, though 
there is little question but that before the event every man was at 
heart a good deal demoralized. 

For the next eight miles the scenery was very beautiful, the river 
winding through a hilly country heavily wooded with pines and 
maples. The current was fairly swift with an occasional sharp rift 
just rapid enough to keep up the fun. Above Narrowsburgh where 
the river forced its way through a narrow gorge between high cliffs 
of granite, was a large quiet basin. The day was perfect, and the 
water looked clear and cool, tempting the crews to a bath. A jolly 
half hour was passed in splashing about and frolicking in the limpid 
lake. All lands tried the small neck life preservers which had been 
carried with great care, and upon which they had placed implicit 
reliance. Great was the disgust when it was found that the ridiculous 
little rubber affairs were not buoyant enough for any practical pur- 
pose. Soon hunger brought all ashore and a short paddle carried 
them under the quaint old bridge which spans the river from cliff to 
cliff high in air. 

Landing under the boulders they scrambled up to the steep bank, 
down the main road, aud across the railroad track to the depot 
restaurant. They had stopped there on their journey by rail and 
knew that mine host fed travelers well. and verily he lived up to his 
reputation, for then and there was stowed away a dinner fit fora 
king. The passengers on the waiting train stared in open eyed wonder 
at the voracious gray-breeched sunburnt tramps. And well they 
might, even the clerk at the desk was so much impressed with the 
prowess of our heroes that he insisted on treating all hands to most 
excellent cigars. So our party departed in high feather with con- 
siderable good beer on board, and an additional cargo in bottles for 
afternoon delectation. 

By 2 the cliffs of Narrowsburgh were hidden by a sharp bend of 
the river, and an eventful afternoon began. Soon the rapid current 
bore them one to the Erie Railroad bridge and beyond it into a 
heavy rapid full of boulders and white weter. whirling in a curve 
close under a rocky, pine-covered cliff. It was an ugly bit, but was 
passed with hardly abump. Rift succeeded rift, and the e was 
very fast as the canoes swept by Masthope on the right bank, the site 
marked by a noble grove of stately pines. The scenery grew very 
wild, the shores high and rocky, covered with forests of spruce and 
pines, and the river roared ominously over its stony bed. 

Beyond Masthope was one continuous rapid for at least a quarter 
of a mile, and nothing but the most careful work saved the boats 
from shipwreck, as they fairly flew down the tortuous channel, men- 
aced by rocks on every side. The foot was almost reached, when O., 
ies around in his boat to warn the others of hidden rocks, was 
himself brought to a sudden standstill on a ledge in the very middle 
of the channel. In a moment, despite all his efforts, the Marion 
broached to, the angry river pouring aboard, filling her to the gun- 
wales. The others dodged by her with difficulty, while t:e worked 
frantically to push off mto deep water. Sitting with the water up to 
his waist, he finally came down endwise, sidewise, anywise, and pad- 
dled the water-logged craft to the land. There was nothing to be 
done but unpack and go into camp. Fortunately just at the spot was 
a heavy drift of warm, dry sand covering the shore for quite a dis- 
tance, and innumerable stumps of dry dead pines strewn about in 
every direction. A great fire was quickly kindled by sympathizing 
comrades, while the Marion was unpacked with many gruans of dis- 
gust. Everything was wet. The treacherous water had soaked 
everywhere; and O. was a sight. walking about the fire minus every- 
thing but a very much curtailed flannel shirt, and surrounded by all 
his worldly goods spread on ropes and branches to dry, lie an im- 
mense *‘wash.”’ Many things were spoiled, and greatest loss of all 
was the dry plates and negatives of all the views already taien. The 
camera was useless, and had to be put aside till it could be repaired, 
so that from this point to Port Jervis, the most picturesque part of 
the river, not a view could be taken. 

By night all had dried fairly well so that he had a decent bed. A 
good night’s sleep and the bright morning sun smoothed out his sor- 
rows, and he was ready bright and early to tempt fortune once more. 
They had not been afloat ten minutes vefore they were in the midst 
of another and heavier rapid than the one of the previous day. For- 
tunately it was run successfully, though O. was as nervous as a cat 
from his recent experience and surrendered the lead to an ambitious 
junior. The scenery was wild and beautiful beyond description, the 
river a almost gloomy at times with the shadows cast by the pre- 
cipitous cli 
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iffs. There seemed to be no end to the rapids; the low 
stage of the water rendering them more than ordinarily difficult on 
account of uncovered boulders. 

All went well until just above Narrows Falls, at the head of Lacka- 
waxen Pond. In tLe rapids there several took the wrong channel, 
ran aground, and were obliged to get out and wade, F. being out of 
his boat and not having hold of his stern painter, was left stan 
solitary and alone, his paddie in one hand, and the other stretchea 
out in vain toward his treacherous canoe, which quietly slipped away 
from him, and ran the balance of the rapid quite empty and ‘on its 
own hook.”’ F. had to wade ashore, and it was no joke with the rapid 
current boiling about him nearly to his waist, doing its best to upset 
him. The bottom was coverea with sharp rocks, and as he floundered 
along, now ina hole, and now stumbling over a hidden boulder, he 
presented a most amusing spectacle to all but himself. He finally 
reached land quite exhausted, his feet cut and his stockings in rags, 
his shoes, which he had carelessly left off, quietly reposing on the 
deck of his canoe. A good rest and a pull at the flask soon revived 
bim, however, the truant canoe was caught, and once more the fleet 
was headed south. 

At Lackawaxen the Delaware and Hudson Canal crosses the river 
on a bridge, a few rods below the great dam. The water being ver 
low the brackets were up along the edge of the dam, thus making it 
impassable, as the whole stream was forced in a great torrent between 
two piers. Canoes might succeed in pe that point, but the 
rocks and stakes at the foot promised certain disaster. Tne 
disembarked on the Pennsylvania shore and went up to the iiitie 
town after carefully reconnoitering the fall and deciding that a carry 
must be made. It was but 10 o’clock, too early to dine, and learning 
that good food could be had a few miles below at Barryville, they de- 
cided to push on at once, The boats were easily lifted over the apron 
of a dam close to shore, and the short rapid at the foot run witaout 
mishap. 

Two miles above Barryville, after a very fast run, the Big Cedar 
Rift began. The rapids so far had been child’s play to this; and ag 
the canoes plunged into the roaring waters every man’s heart was in 
his mouth. Near the foot the current swept in great waves under the 
retaining wall of the canal, the deep water beicg close in shore. 
Away went the boats at breakneck speed, the great seas breaking over 
the decks and deluging the crews, and 14 seemed as if they must come 
to grief every moment. Fortune favored our heroes, however, and 
with the exveption of a few hard knocks and a bucket or two of water 
in O.’s lap all went well. That day he “‘sot wet,” ferthe Marien wag 
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uite low amidships and would insist on shipping a wave or two at 
the foot of each ofthe larger rapids. 

At noon they pulled up at the pictu ue little town of Barryville, 
opposite Shohola, at the head of the falls of that name. Barryville 
is simpiy 4 row of houses and stores close to the tow-path of the 
canal, existing entirely on the traffic of the boatmen passing through 
the locks there, The hungry and rather moist crew sought the cover 
of a small and shabby house, to which they had been directed with 
but small hopes of any decent food. But a happy prvi geno 
was in store for them, for the proprietor, a rough diamond, speedily 
set before them a most bountiful an# excellent meal, waiting on 
them himself and pressing each to eat to such an extent that all felt 
lika overfed pigs on arising from tke table. By that time the rain 
was pouring down, the first wet day on the cruise, and the party 
made themselves comfortable on the rough bench under the porch, 
smoking and watching the canal boats constantly passing. 

Just opposite a ane stream, spann by a crazy rural 
bridge, poured its foaming water into the canal over quite a fall, 
making a charming picture framed in the surrounding pine-covered 
hills. The clouds broke away, the rain ceased, and once more they 
took to their boats with anticipations of a very exciting afternoon, 
which were most fully realized. From this point, beginning at Sho- 
hola Falls, to within two miles of Port Jervis, the river flows between 
high mountains, the rocky gorges being grand and picturesque in the 
extreme. The stream was filled with rocks and the current most 
swift, with many sharp rifts and several of the heaviest rapids on the 
river. Shohola Falls were passed in safety, though it required no 
little skill to avoid the many great rocks which blocked the way at 
every turn. 

An early camp was decided on, as all were tired with the constant 
strain on eye and nerve. Stopping for a short rest under a high 
bridge not far from Flagstone, the two H.'s went up to a canal store 
for milk, eggs, etc. They returned witha very sad story. A little 
child had fallen from the bridge during the thunderstorm and been 
drowned, the body having been just recovered and laid in the house 
to which the canoeists had gone. During their absence the others 
were visited by the many curious canal men, one of whom was unique 
in his oaths and questions. Q. had the principal benefit of his con- 
versation, and he averred that never before in all his many experi- 
ences had he met the equal of this preposterously blasphemous 
Swede. 

A very pleasant ao was made that night on a shelving rock close 
under the bank of the Pennsylvania shore. The space was small, and 
the boats were grouped closely and cosi!y together. A delightful 
little waterfall near by furnished delicious water, and a happy even- 
ing was passed. Next morning it was found that the bottom of F.’3 
paper boat was pretty well worn through, and quite a late start was 
made to enable him to patch up. The sun poured down, nearly roast- 
ing the crews before they could get away from the hot rocks, and 
they were most thankful to at last find themselves rushing down the 
rift just below the camp. That morning’s paddle to Port Jervis was 
ashort and merry one, for they ran the three worst rapids on the 
river without a mishap, except a little water shipped. 

First came Mongaup Falls; then Butier’s Falls, at the footof which 
the waves were so high as to entirely hide the boats from one another 
at every successive plunge. In these rapids fortunately there was 

lenty of water, and there was nothing specially to be feared except- 
ng being swamped by the great seas; but the excitement was in 
tense and the relief of mind great at the completion of each. The 
river scenery here was magnificent, great granite cliffs towering on 








HUMPHREYS 
| 
VETEBINALICS | 


JR THE CURE OF ALL DISEASES OF 
SES,CATTLE, SHEEP, DOGS, HOG 
sepncuanei. and POULTRY, * 


FOR TWENTY YEARS Humphreys’ Homeo- 
— Veterinary Specifics have been used b: 
‘armers, Stock Breeders, Livery Stable an 
Turfmen, Horse Railroads, Manufacturers, 
Coal Mine Companies, Trav’g Hi podromes 
and Menageries, and others han 
with perfect success. 
Humphreys’ Veterinary Manaal, (359 pp.) 
sent free by mail on receipt of price, ) cents. 
&2” Pamphlets sent free on application. 


HUMPHREYS HOMEOPATHIC MED.CO, 
109 Fulton street, New York. 


§ Vital Weakness and Pros- 
tration from over-work or 

indiscretion, EO T | is radically 
and promptly) A H cured by it, 
Been in use 20 years, E lf 
—is the most success- 0. 
ful remedy known. Price $1 per vial, or 5 vials ‘and 
large vial of powder for $5, sent post-free on re- 
oe! 


tpt of rice. Humphreys’ Homeo. Med. Co. 
a : ed, In 
lust, e free) 109 Fulton &t.. N.¥- 


The “Mayer” 


FOREST AND STREAM. 


either side, the narrow strip of blue sky visible overhead and below 
the black waters of the river crested with great ridges of foam. — 

Last, but not least, was Sawmill,Rift, just above the railroad bridge, 
and the final drop of the river, as it entered the open country about 
Port Jervis. The rate of speed for at least a quarter of a mile was 
immense, the shores seemed to fly past and the waves at the bottom 
seemed veritable mountains as the canoes plunged through. Land- 
ing below the bridge to bail out they put to flight several wondering 
boys who, it turned out. had mistaken the canoeists for veritable In- 
dians. They were coaxed back with difficulty, giving the information 
that Port Jervis was but a mile away around the great bluff. A most 
perilous run of two days had been made without serious mishap, 
and it was with a sense of relief that they paddled a quiet mile to 
port, as they were sated for a while at least with rapids. 

[TO BE CONTINUED. ] 


THE GALLEY FIRE. 


MORE ABOUT MUSHROOMS. 


Editor Forest and Stream: 

Is not the mushroom described by J. Garlick in ‘‘Galley Fire” the 
ordinary horse mushroom? I have seen them about the size he men- 
tions. He will find them described in any of the works on the edible 
fungi. WINDWARD. 

Newport, R. I. 








COOKING CORN. 


Editor Forest and Stream: 

In the “Galley Fire” it is directed to cook corn from twenty min- 
utes to one hour. Green corn should only be cooked from ten to fif- 
teen minutes; too much boiling destroys the sweetness, As soon as 
a grain can be lifted with a fork whele from the cob the corn —* 

oe 


NEW YORK C. C.—The entries for the race of Oct. 18 were Guenn, 
Com. Whitlock; Dot, C. B. Vaux; Tramp, C. J. Stevens; Surge, H. O. 
Bailey; Freak, C. V. R. Schuyler. All started under reefed sails, the 
course being from the float to buoy 17, then to stake off mouth of 
Kills, and home, 3 miles. Guenn won, with Dot second, Surge third. 
The roadbed of the new Rapid Transit railroad is now graded under 
the clubhouse, and the latter will be moved outside the tracks. 
Psyche has been hauled out for repairs, prior to her fourth cruise to 
Florida. She will have company this winter in the shape of the Dot, 
which has been sold to go to Florida also. What her owner will do 
without his ‘‘better half,’ with whom he has cruised for six seasons, 
is the question that is agitating their friends at present. 

SPRINGFIELD C. C.—This club has just adopted a very neat badge, 
we suppose to be distributed among the colony at Squaw Point next 
August. It is of white ribbon with the club flag printed in geld and 
colors, and is suspended from a bar in the form of a trident. Remem- 
bering the wanderings of several badges at the last camp, we sug- 


| gested that the words ‘not transferable” be added. Mr. Shedd has 


sold his canoe to Mr. Proctor of the Howard C. C., and will build an- 
other. 

HARVARD C. C.—The fall races were held on Oct. 18, on the Charles 
River, starting from the Union boat house. The entries for the sail- 
ing race were F. A. Proctor and E. V. Abbott, class A; Tarantula, 
E. G. Rand, and Beatrice, Theodore Dunbar, class B. The wind was 
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very light. Abbott was ruled out in class A for using the dle, 
Tarantula won in class B. The paddling races were postponed owing 
to the lateness of the hour. The prizes were silk flags. 

EXCHANGE OF CANOE PHOTOS.—Louis Sahm, 52 N. Market 
street, Nashville, Tenn., would like to exchange photographs with 
other canoeists. 

SAN FRANCISCO.—Oakland now has a fleet of seven canoes, three 
being housed in the old boathouse on Oakland Creek, once belonging 
to the Mystic B. C. 


Answers to Correspondents. 


&&” No Notice Taken of Anonymous Correspondents. 











A. B., Cleveland.—See addresses in our advertising columns. 

a B.—There is no one nearer than Plainfield to whom you can 
apply. 

8. D. M.—Go down to Barnegat. N.J. See notes on that point, in 
issue of Oct. 16, page 226. 

H. K. T., Chicago.—A chart of the Richelieu River is published by 
the Canadian government. Write to the Land Office, Ottawa, Canada. 

J. M. E., Sinclairville, N. J.—The insect you inclose is a partridge 
fly. It is commonly found on ruffed grouse, quail, hawks, owls, and 
some herons. 


B. C. C., Holt, Mich.—The rifle is an excellent arm. It will ‘stand 
' the racket,” if by that you mean that it will be serviceable. We do 
not know the trajectory. 


AMATEUR.—1. Try Sussex county. 2. Consult our advertising 
columns for names of beagle breeders. 3. The best average load 
adapted to your wants is probably 3drs. powder and 1oz. No. 8 shot. 
4. There is no perceptible difference in the excellence of the best 
brands of the several manufacturers. 


H. E. 8., Sparta Centre, Mich —1. To render fabrics fireproof, wash 
a concentrated neutral solution of tungstate of soda, diluted with 4% 
water, and then mixed with 3 per cent. of phosphate of soda. 2. 
Chokeboring will make your gun shoot closer. In shooting buckshot 
from a chokebore, the pellets should be so arranged in layers that 
they will chamber nicely in the point of most constricted choke. 3. 
The article is serviceable. 








PUBLISHER’S DEPARTMENT. 


The new Racine hunting boat advertised this week possesses novel 
and attractive features. The bow-facing oar attachment deserves 
special notice, being simple and effective.—Adv. 


LeaTHER KEEP Dry, advertised in another column under the head 
of *‘No Rubbers Needed,” is an article almost indispeusable to sports- 
men, softening the leather of boots and shoes and making them 
waterproof; also adding much to their wearing capacity. H. C. 
Squires has it for sale in this city.— Adv, 


But of all books be sure to read ‘“‘Woodcraft.” See advertisement 
elsewhere.— Adv. 











linnow Casting and Trolling Rod. 


This rod is made from specifications furnished by Professor Alfred M. Mayer, who with this rod and an lmbrie Black Bass Reel 
won first prize for black bass casting at the tournament of the National Rod and Reel Association, Oct. 28, 1884. 

| Its proportions were reached after a long series of experiments, the object of which was to obtain a round section bamboo rod of 
about 9 ounces that would feel light in the hand, be so well balanced not to throw off a delicately mouthed minnow in making long casts, and 
finally after striking the bass would have enough spring and flexibility to afford the angler the same pleasure as that given him when 
ng stock, playing a bass on a fly rod. 

The rod has two tips, one 6 inches shorter than the other; the shorter tip is used for trolling and in casting when wading. 
This rod has been thoroughly tested in both lakes and quick water, and anglers who have used it are unqualified in praises of its 
staunchness and the delicacy of its action. 
Our rods have taken the highest prize at every tournament in which they have been used. 


ABBEY & IMBRIE, 


Manufacturers of F‘ine Fishing Tackle, 


48 & 50 MAIDEN LANE, NEW YORK. 





SILK WORM GUT. 


BE. LLATASA, 85 Broadway, N. Y., 


LOOK! . LOOK! 





Calls the attention of the trade and dealers in fishing tackle to his extensive assortment of 

Valencia Silk Worm Gut in all grades, long and extra long, and from Extra Heavy Salmon 

Gut to Extra Fine. Sample thousand, 10 different grades, from extra heavy to fine, $5.00. 
For price list address 


F. LATASA, 81 New St., Rooms 43 & 45, N. Y. 


C.E. OVERBAUGH & CO., 


a ~— Nr ee reer 









MANUFACTURERS AND DEALERS IN 


Guns, Rifles, Revolvers & Sporting Goods, 


DOUBLE GUNS: 
CHARLES DALY, W. & C. SCOTT & SON, GREENER, CLABROUGH, PIEPER, PARKER and COLT 


RIFLES: 5 
WINCHESTER, MARLIN, BULLARD, COLT, BALLARY, MAYNARD and STEVENS. 


We have all of the Sharps 1878 model that there are in the market. Send for new 50-page illustrated 
catalogue. 265 & 267 Broadway, New York. 


A RARE CHANCE? 





The American Arms Co., manufacturers of the Fox patent double guns, are now running their entire 
gun machinery on the single semi-hammerless guns and their new double-action extracting pistols, and 
will make no more double guns at present, except on orders, at full prices. The undersigned, havi 
purchased all their stock of Fox guns, some 300 in all, of the various grades, No. 5 list and above, wil 
offer them to sportsmen—“‘first come, first. serve’’—at 25 per cent. discount from the regular list while 
they last. Here is an opportunity to purchase a fine gun at an unprecedentedly low price. They are all 
warranted of the finest qualities in every respect, and cannot be duplicated when this lot is exhausted. 

Orders may be sent as usual to the AMERICAN ARMS CO., or to F. H. RAYMOND, Treas- 
urer, 103 Milk Street, Beston. Will be sent C. O. D. for trial and examination. 





Marster’s Imported English Double Gun, 


TWIST BARRELS AND S!DE SNAP ACTION, 10 or 12-BORE. PRICE $15.00. 


Brass Shells, 5 cts. each; U. M. C. or Winchester make Paper Shells, 12-gauge, 55 cts. per 100; 10- 
gauge, 60 cts.; FG Powder, 25 cts. per pound: Shot, 7 cts. per pound; Black-Edge Felt Wads, 11 to 16- 
gauge, 15 cts. per box of 250; 9 or 10-gauge, 18 ets.; Wesson or Winchester Primers, 33 cts. per box of 
250. Loading Tools complete without crimper, 50 cts.; with crimper, $1. Three-Joint Cleaning Rods, 
complete-with wire brush, etc., 50 cts. Brown Canvas Coat with seven pockets, $1.50. Pants, $1. Caps, 
75 cts. Drab Canvas Cartridge Belts, 25 cts. Cartridge Bags to hold fifty shells, 50 cts. Game Bags, 50 
cts. Drab Canvas Long Gun Covers, with Leather Handles, 50 cts. Short Covers to take gun apart, 50 
cts. GUN REPAIRING OF EVERY DESCRIPTION. 

Parties out of the city wanting the above gun can have it sent by express by sending with order $1 
to pay for boxing. 


J. F. MARSTERS, 51 to 55 Court Street, Brooklyn, N. Y. 


NEAR CITY HALL. 


mY NOCH’S 
Patent Perfect” Brass Shells, 


MANUFACTURED BY 
KYNOCH & CO., Birmingham, Eng. 


_ These shells are made of extra fine thin pliable metal, with reinforced base; are adapted to either 
Winchester or Wesson No. 2 primers. Can be reloaded as often as any of the thicker makes, Cost 
only about half as much. Weight less than paper shells. They shoot stronger and closer, and admit 
of a heavier charge, as owing to the thin metal, inside diameter is nearly two gauges larger. Load 
same as any brass shells, using wads say two sizes larger than gauge of shells. Or can be effectually 
crimped with tool and straighten out to original shape when discharged. The crimping tool also 
acts as a reducer, an advantage which will be appreciated by all experienced sportsmen. Sample 
shells will be mailed (without charge) to any sportsmen’s club or dealer, and prices quoted to the trade 
only. For sale in any quantity by gun dealers generally, or shells in case lots only, (2,000), and crimpers 
not less than one dozen, by 


HERMANN BOKER & CO., Sole American Agents, 


101 & 103 Duane Street, New York. 








Fragrant Vanity Fair 
AND 


Cloth of Gold 
CIGARETTES. 


Our Cigarettes cannot be surpassed. If you do not use them, atrial will convince 
you that they have no equal. Two hundred millions sold in 1883. 


13 First Prize Medals Awarded. 
WM. 8S. KIMBALL & CO, 
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The Largest General Sporting Goods House in the World. 
A. G. SPALDING & BROS. 


Wholesale and Retail Dealers in 


Guns, Rifles, Ammunition and General Sporting Goods. 


E*IECE: ! E"*IEtE; E"*IECE;: 


Sunday morning, October 26, the entire stock of Guns and General Sporting Goods in our 
store at 108 Madison Street, Chicago, was 


Consumed or Damaged by Fire and Water. 


It is probable that in a few days a settlement wili be effected with the Insurance Com- 





While comparatively few guns were entirely destroyed, all were more or less damaged. 


panies, that will enable us to offer 
Great Bargains in Slightly Damaged Guns 


and other shooting material. Our stock of guns was admitted to be the finest in the United States, comprising all grades from the modest muzzle-loader to the celebrated Westley 
Richards Hammerless. If any of our non-resident customers, desirous of purchasing guns or anything else in the sporting goods line cheap, will write and describe what they want, we 
shall be pleased to select and ship the article as soon as our insurance is adjusted, which will be in a few days. While it is impossible at this writing to fix any definite prices, we can 


safely promise REA T BARGAINS, and inquiries or orders intrusted to us will receive prompt and careful attention. Goods will be sent C. O. D., 
and each order must be accompanied by $5, which will be credited on ‘the C. O. D., and in case goods sent are not satisfactory, that amount less actual express charges will be refunded. 


Don’t Delay in Placinggs Wour Orders on File. 


We have removed temporarily to 164 Madison street, where we have a full line of new standard goods, orders for whick will be filled with our usual promptness. 


A. G. SPALDING & BROS., No. 164 Madison Street, Chicago, Il. 
Breech and Muzzle-Loading Cannon HUNTING! Y 


FOR 


Campaign Saluting Porposes, G. AR. Posts and Towis. 
ORNAMENTAL FOR LAWNS, 


—)0(— - 
PRICES—BREECH-LOADERS. 





This boot wili give better satisfaction for all-round work 
than, any covering yet invented for the feet. Double uppers, 
water-tight tongue ‘at instep, snug adjustment at top. giving 
symmetrical application to conformation of foot, ankle and 
calf, and contributing thorough comfort, rotection and 
warmth. Wili not chafe the heel or ankle. The seams are 
rubber cemented before being stitched; the tongue is thor- 


















No. i length - No. ; shell.. . $60 00 

“ 2 ues eae see 89 00 oughly waterproofed; bottoms put on *with welt and hand- 
“ S . Fa : 5 oe a9 00 sew ad no screw-nails used as in the cheap imitations. Thorough 
“5 Bins, 1122227) 225 00 work and fit guaranteed. 

“ 6 “ 40in., ee eames 300 00 Send for catalogue of leather and canvas sportsmen’s goods to 


MUZZLE-LOADERS. 


ee es ‘3 0 LERRINGTON & QUIMBY, 
of P “ y Pe o : P 
SS eh ‘ 8 aamene- onan 


301 Broadway (P. O. Box SONS) NEW YORK. 


‘Also devine in New York for 





Lefever’s Hammerless Guns. 


ARNHAM,S PATENT AUTOMATIC 
MANUFACTURED BY THE TROMBONE WHISTLE. 
No strings or ckets. Tone changeable from 
STRONG FIRE ARMS CO., sae Aa Semi gence Le ar 
ream an ‘spor men genera sk your dealer 
NEW HAVEN, CONN. RB ussian Water Proof. for them, or sent by mail on receipt of vies, 50 ets. 


Circulars free. Address F. G. FARNHAM, White 
Mills, Pa. 








Price 25 Cents. 








UPTHEGROVE 
McLELLAN, 


Valparaiso, Ind. 





Is our Skeleton Coat or Game Bag. Weighs but 15 ounces. 
Can be worn over or under an ordinary coat. Has seven 
pockets and game pockets. It is of strong material, 
dead grass color, and will hold the game of a successfu 
day without losing a hair or feather. We will mail it to 
you, postage paid, for $2.00. Send breast measure, 


Unequaled in Convenience, Style or Workmanship. 


Write for our new Catalogue and Samples. 


DARK LEAD COLOR, 
AND THE 


HOLABIRD 


SHOOTING SUITS 


Of Waterproofed Duck, Dead Grass Color, Irish 


Fustian and Imported Corduroy. 
ASSORTED COLORS. 





THIS& 


Can be obtained from leading Gun Stores. 


UP & MCS FISHING SUIT, 





The best article known for keeping out wet and 
preserving the leather. 


GUN OIDE. 


Price 50 Cents. 


The only non-oxydizer made that will prevent 
iron, steel and metal from rusting when exposed to 
salt water. The contents of one bottle will keep a 
gun in good cordition one year. 


Powdered Areca Nut. 


Price 50 Cents. 
A safe and infallible remedy for WORMS in DOGS. 


Imperial Flea Powder. 
Price 50 Cents. 


For the destruction of Fleas and vermin on dogs 
and other animals. 


The above are put up under my Lee geen by 
one of the best chemists in the United States, an 
each is guaranteed as ee Sample = 
taining one package of each sent on receipt of $1.50 
in stamps or postal note. 

I keep in stock a full line of 


Spratt’s Medicines for Dogs. 
HENRY C. SQUIRES, 


No. 178 Broadway, N. Y. 

















Fishermen, send for 
circular. E. J. MAR- 
i TIN, Rockville, Conn., 
iS Man’f'r of braided sili 
fishlines of the best quality. Dealers are invited to 
= for ae and prices before placing their 
orders. 


A 
Send six cents for postage, 

and receive free a costly box 

8 of goods which will help all, of 


either sex, to more money right away than anything 
else in this world. Fortunes await the workers 
absolutely sure. At once address True & Co. 
Augusta, Maine, 








Pittsfield, Mass. Cuts Free 


Full-Length COT, in this case, 


$10. LOUNGE, in this case. 
8 Sold everywhere by the i 


GOOD NEWS 
T? LADIES! » 


f Greatest a or 
ei ow ’s your a 
orders for oureelebruted ene 
and Coffees, and secure a beauti- 
ful Gold Band or Moss Rose China 
Tea Set, or Handsome 

Gold Band Moss Rose Dinner Set, or Gold Band Mose 
Decorated Totes fot For e fall particulars address . 


ind 53 Veeey BE, New tock, 
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ALLEN’S NICKEL-PLATED DUCK GALL “istestie witaauck’rice si. '** PY I 
ALLEN'S BOW-FAGING. ROWING GEAR “tact eising tack’ the’ wands, ana on' 
oarsman’s y. Every . 


warranted. Price $8 


ALLEN’S SHELL SWAGE a eee to its original size in one minute. Mention 
ALLEN’ § DECOY FR AMES non —_ perewet. - ae ne ro” $4 per dozen. 


F. A. ALLEN, Monmouth, Il. 


POOLER & JONES PATENT BOSS CARTRIDGE HOLDER AND BELTS. 
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The only practical cartridge holder in use. Will carry brass cartridges and positively prevent wads 
from starting on shot. Suitable for either paper or brass shells. Satisfaction guaranteed or money re- 
funded. Manufactured by R. H. POOLER, Serena, LaSalle Co., Ill. 

Send ten cents in silver or currency for catalogue and sample cartridge holder, also a colored litho- 
graph card of grouse shooting on the prairies. 


A shows shell in creaser. B shows creased shell. 


The Cheapest, the Simplest, the Handiest, the Easiest to Operate. 


Every opinion is that THE NYE CREASER is the best implement ever made for fastening 
loads in paper shells. Ask your dealer for it. Sent by mail on receipt of price. Copper finish, $1.00; 


Full nickel, $1.50. Circular free. 
THE NYE CREASER CO., Monmouth, IIl. 








LEFEVER ARMS CO. 


MANUFACTURERS OF THE 


CELEBRATED LEFEVER HAMMERLESS GUNS. 


EX 





The only gun in the world with compensated action to take up wear in any direction. Used by the 
best trap shots in America. Wiuner of the Pierce Diamond Badge three times at the New York State 
Sportsmen’s Convention. SEND FOR ILLUSTRATED CATALOGUE. 


YERRINGTON & QUIMBY, AGENTS FOR NEW YORK CITY, 


LEFEVER ARMS CO., 78 E. Water St., Syracuse, N.Y. 





Sportsmen’s Wear. 


No. A 1, Barnard Capvas Shooting Coat, - 85 00 
No. 1, “ “ rf “s - 400 
No. 2, oid “e ee ee e 2 50 
No. 3, “ “ “ “ . 1 75 


For sale by all gun and sporting goods dealers. Ask for them; 
-= = our trade mark is on the lining. They are the best; take no 

We also manufacture Hats, Caps, Leggins, Pants, Vests, 
Waterproof Horsehide Boots and Shoes, Carryall Bags, 
Gun Cases, Cartridge Bag:, Shell Boxes, and every de- 
scriptien of goods used by sportsmen, made from canvas, 
Corduroy and Waterproof Leather. 


Illustrated catalogue, sample and measurement blanks sent free 
upon application. 


GEORGE BARNARD & CO., 108 Madison St , Chicago 
EASTERN AGENCY: 47 Murray st.,N.Y. F.N, Warts, Manager, 
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The Forest and Stream Publishing Co. will send post paid any book 
published on receipt of publisher’s price. 
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ANGLING. 


American Angler’s Book, Norris. . 
Angler’s Note Book. . 
rs cescexscseex 
Angling Talks, Dawso. 
Angling. a Book on, Francis... . 
Angling Literature in England. 
Black Bass Fishing, Henshall... 
British Angling Flies........... 
Fish Hatching and Fish Catching 
Fish and Fishing, Manly ......... 
Fishing, Bottom or Float............. ave 
Fishing in American Waters, Scott............ 
Wighine TOMTIss, TEBUIOOK....... .cccvesccesccecice 
Fishing with the Fly, Orvis ......-............ 
Fiy Fishing in Maine Lakes...............+.+++ 
Fly and Worm Fishing................-.+.s++++ 
Frank Forester’s Fish and Fishing........... 

Frank Forester’s Fishing with Hook and Line 
Wipes Ad PVMAIYNO........<<-5.0ccesccesccovece 
Fresh and Salt Water Aquarium............... 
Goldfish and its Culture, Mulertt......... .... 
Modern Practical Angler, Pennell............. 
Practical Trout Culture............605 scccces 
PFRCUCA TIBROLMBT. ..o00sccccscccccsicccevee . 

Prime’s I Go a-Fishing 
Scientific Angler ........ .. wenestee ocessccecs 
Superior Fishing, or the Striped Bass, Trout, 


won 
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PL ik. Sbcduedes caueobessn <sanesadeahasewes 
The Game Fish of the Northern States and 


British Provinces...... ...... endless: sieeciein 2 
Trout i Rapid Streams, Cutliffe........ 1 
Walton, Izaak, fac simile of first edition...... 3 

BIRDS. 
American Bird Fancier.............0. ssscseses 
Baird’s Birds of North America...............+ 30 
Bechstein’s Chamber and Cage Birds.......... i 
EINE nc. ceccceveeaucknesken necisocencns 
NE IN, nav cap cbcenscanaanswsnseseeven 1 
Birds of Eastern North America.............. 18 
Birds of Eastern Pennsylvania................ 4 
Birds of the Northwest. ............... sees : 


Birds and Their Haunts.... ....... .o.ccccoee 
Cage and Singing Birds, Adams............... 
eS a aor econ re 3 
Coues’ Field Ornithology........ wine 9/si0ls sineaiainis 2 
Coues’ Key to North American Birds...... ... 15 
Game Water Birds of the Atlantic Coast, 
ee Er rere ee 
Holden’s Book of Birds, 2. 2c. ; cloth....... 
Minot’s Land and Game Birds. 
Native Song Birds.. 
Naturalists’ Guide, Maynard.................+. 
Natural History of Birds... ......c0sccccseses 
Notes ou Cage Birds, Green...............+.++- 
Samuel's Birds of New Engiand.......... .... 
DIO occcccacgcces:- vcngccsswdeee sessmue 
Water Birds of N. A., by Baird, Brewer and 


wo 


SSS aSSSSuSsse Ssessssesxages 


see ewe eee reer eesecoceces 
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Ridgway, plain edition, $12; hand colored... 30 
Wilson’s American Ornithology, 3 vols........ 18 
Wood’s Natural History of Birds.............. 6 

BOATING AND YACHTING; 
Around the World in the Yacht Sunbeam..... 8 00 
Boat Racing, Brickwood.... ............-. .. 250 
Boating Trips on New England Rivers. 12 
Canoemg in Kanuckia. .......... 1 % 
Canoe and Camera....... ..-. ....- 150 
Canoe, Voyage of the Paper. Bishop 250 
Cruises in Small Yachts eee 2 50 
Frazar’s Practical Boat Sailing................ 1 00 
Hints on Yachting, Buying and Building, 

MMI ios 6 fa toncawas covonnisiccresinseseaseness 150 
Model Yachts and Boats, Grosvenor........... 2 00 
Paddle and Portage....... .... CEA eee pesca 150 
Practical Boat Sailing, Davies................. 2 00 
Practical Boat Building, Kemp............... 1 00 
OTM ROE 5555 55auices <5 -<0sesaacesense 50 
Yachts and Yachting, Kemp.................. 10 00 
Yacht Designing, Kemp........ Seine Cacmeeend 25 00 


CAMPING AND TRAPPING. 


Adventures in the Wilderness................. 
Amateur Trapper—paper. 50c.: bds........... 
Three in Norway, or Rifle, Rod and G 






y 
Camps in the Rockies, Grohman 
Camp Life in the Wilderness... 
Camping and Cruising in Florida, Henshall 
ee rere errr ws ccccecccccees 75 
Complete American Trapper, Gibson. . 100 
EINES CR CRABING, «.0)6.00.5:56. cisesccsceccce 
How to Camp Out, Gould 


Hunter and Trapper, DE exakeraccsseuen 
Rustlings in the BR vasicitnanced acsaces caves 
The Adirondacks, Headley...................- 





Rt et et 
SSassy 


HORSE. 


American Roadsters and Trotting Horses..... 5 
Bats And Bearing Hens. .....0<cesescsscceseces 
Boucher’s Method of Horsemanship.......... 
Bruce’s Stud Book, 8 vols.......0...<seccccccess 
Dadd’s American Reformed Horse Book, 8vo. 
Dadd’s Modern Horse Doctor, 12mo........... 
oe ers rere 
Horseback Riding, Durant.................s00 
How to Ride. and School a Horse.... ......... 
PEON MIE SROUID «oo sce nase sesececsisecescnis 
Horses, Famous American Race............... % 
Horses, Famous American Trotting........... % 
Horses, Famous, of America.........  -..... 1 50 
Jenning’s Horse Training..............e22. o 13 
ne ee Serer 25 
MAYHOW'S HOTS DOGO... ...0cccccceccscecees 8 00 
Mayhew’s Horse Management................. 3 
McClure’s Stable Guide................ ecmumees 1 
RRRTy SB PIQUE TAMIR. 6.0.05 nns occ ccvcccsocccccs 
ae 
Riding Recollections, Whyte Melville's. 
Stable Management, Meyrick........... 
Stonehenge, Horse Owner's Cyclopedia 
Stonehenge on the Horse, English edition, 8vo 
oo on the Horse, American edition 
eRe ein ats" ieee es 
The Book of the Horse. 
The Saddle Horse............. 
The Horse Owner’s Safeguard 
Veterinary Dictionary, Going .. oe 
Wallace’s American Stud Book..... .. ...... 
Wallace’s American Trotting Register, 2 vols. 
Woodruff's Trotting Horses of America...... 
Youatt and Spooner on the Horse.... ....... 


ee tan See 
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Sportsman's Library. 
of Sportsman ’s Books 


We will forward any of these Books by mail, postpaid, on receipt of price. 
No books sent unless money accompanies the order. 


HUNTING—SHOOTING. 


Across Comey NN re 
American Wild Fowl Shooting, J. W. Long.... 
American Sportsman, The, Lewis............. 
Breech Loader, Modern, Gloan................ 
RIE NOG os sccuasendes nce depeecessen 

Field, Cover and Trap Shooting 
Frank Forester’s Fugitive Sketches, 2 v., cloth 
Frank Forester’s Manual for Young Sportsmen 
Frank Forester’s Fugitive S. Sketches, paper 
How I Became a Crack Shot, Farrow......... 
How I Became a Sportsman.... bs : 
Hunting, Shooting and Fishing. 
Hunting and Hunters of all Na 
Hurlingham Gun Club Rules,.................. 
Modern Breech-Loaders, Green 
Rifie Practice, Wingate........ 
Rod and Gun in California... 
SUI 6 asa oicisnscos coca oa 
RMI IM oon on a.cseie'p s'seitie'waisaiaiseoe's 
Shooting on the Wing........ agains aware masa 
oe With Gun and SI 6) seewaceaeues 





Reh We Re wa or 







ma Mate 
SSHKSSSSRSSSSSRSSSSasssReges 


0 
5 
Sporting Adventures in the Far West......... 1 
REN ENON, WAN DIR... cccccsceccaccccccese 2 
Stephens’ Lynx Hunting...................00+5 1 
Stephens’ Fox Hunting........... .... ...... 1 
Stephens’ Young Moose Hunters ............ 1 
The Gun and Its Development, Greener... .... 2 


GUIDE BOOKS AND MAPS. 


Lak 
Farrar’s Pocket Map of Moosehead Lake..... 
Farrar’s Pocket Map of Rangeley Lake Region 
Guide Book and Map of the Dead River Region 
Guide to Adirondack Region, Stoddard. 
Map of Androscoggin Reg‘on......... - 
Map of Northern Maine, Steele, . 
Map of the Thousand Islands. . 
Tourists’ Map of Maine....... ...... 


SPORTS AND GAMES. 


American Boy’s Own Book, Sports and Games 
Athletic Sports for Boys, bds. 75c.; cloth....... 
Boy’s Treasury of Sports and Pastimes, etc.. 
Cassell’s Book of Sports and Pastimes........ 


MRE IE Ssiccas sp ccdan ests crapean vas coe avers 
Every Boy’s Book of Sports and Amusements 
TR MINI 5. csn'ain cise tieeicts elosaan neces $55 


Laws andPrinciples of Whist, Cavendish..... 2 
ONDE BOI OWI ses dives cacacceses en sene vas 

seas Bis ae stessuasheascreatasnosssgs snore 
nehenge, Encyclopedia of Rural Sports... 

Whist for halen pian seis manele _ waco 


KENNEL. 


American Kennel, Burges...................0. 3 
OT ae 2 00 
Dog, Diseases of, Dalziel...................0005 80 
BOEE | SPIN OL EIEN a kos: cin acineéus v0ceeicsece 2 00 
Dog Breaking, by Holabird.................... 25 
Dog Breaking, Hutchinson..................... 8% 
Dog, the Dinks, Mayhew and Hutchinson..... 8 00 
as Training vs. Breaking, Hammond........ 1 00 
NIN cs cabacleaigacanin cr essitaaie barun eee wauwacedecs 75 
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. peg ee Se iB fpecaceesttagecerereoces 
ogs, Management of, Mayhew, 16mo........ % 
Dogs, Points for Judgg.... nn” 50 
Dogs, Richardson, pa. 30.:; cloth............... 60 
Dogs and Their Ways, Williams. ............. 1% 
MPORER OU CANO EMMI no 5 ao5jcnisic s éscickceicnesceieses 1 
English Kennel C, S. Book, Vol. I.............. 5 00 
English K. C. S. Book, Vols. III. to X., each.. 4 50 
Ota FEM GG I oo onc ccncasicccccecccecaccc 8 00 
Practical Kennel Guide, Stables............... 150 
Setter Dog, the, Laverack..... ............... 8 7 
Stonehenge, Dog of British Islands........... 7 50 
IM POE OY FORMING 5 60:5. 05 tases vedcaciens cease 1 25 
Vero Shaw’s Book on the Dog, cloth, $12.50; 
22 












morocco 50 
Youatt on 2 50 
MISCELLANEOUS, 

Adventures of a Young Naturalist ........... 1 7% 
Amateur Photographer........... .........00- 1 00 
Animal Plagues, Fleming........ ............. 4 80 
Antelope and Deer of America.... ........... 2 50 
PN OR Sve 6606.06 ne sdcmstsbedanccecces 25 
Archery, Witchery of, Maurice Thompson.... 1 50 
Black Hills of Dakota, Ludlow, quarto, cloth, 

Government Report............0.-csesces eee 2 50 
Common Objects of the Seashore, ............ 50 
I go cs vinnn ka Crateadasnandecwvcclass 150 
Historical and Biographical Atlas of New Jer- 

I cas. clsiee mamemens dnrnd.srasi eee ses 5 00 
How to Make Photographs............ “eos 
Humorous Sketches, Seymour................. 6 00 
Insects Injurious to Vegetation. .............. 6 50 
ee eer eee 100 
Life and Writings of Frank Forrester, 2 vols., 

SO EERE I OM ea 1 50 
Maynard’s Manual of Taxidermy....... ..... 1% 
Manton’s Taxidermy Without a Teacher...... 50 
Natural History Quadruped................... % 
North American Insects......................8 1 50 
Packard's Half-Hours With Insects........... 1 50 
ee, ae aa 50 
Photography for Amateurs................. é 60 
Practical Forestry, by Fuller......... .. iocaes Sha 
Practical Taxidermy and Home Decoration, 

BR wa utaininae covet andes ceutetesdes cab eeaee ae 
Practical Orange Culture..............se00--6. 1 00 
Practical Poultry Keeping..................00- 2 00 
Randall’s Practical Shepherd.... ............. 2 00 
Sportsman’s Gazetter, Hallock................ 3 00 
Studies in Animal Life, Lewis................. 100 
The Cream of Leicestershire.................. 8 50 
The Forester, by Brown........ ....... « e- 1000 
The Northwest Coast of America.............. 20 00 
BN TIN OE ON 5 occ cesctctrcccncoeee 8 7% 
The Botanical Atlas, 2 vols,.................... 12 00 
The Zoological Atlas, 2 vols. . .-. 1000 
The Book of the Kabbit.......... . 500 
The Taxidermists’ Manual, Brown. - 10 
Wild Flowers of Switzerland . 15 00 
Woodcraft, ‘‘Nessmuk”,..... 1 00 
Woods and Lakes of Maine...... 3 00 
Yellowstone Park, Ludiow, quarto 

ernment Report............ 2 50 
Youatt onSheep... . .. 1 00 





AT THE LONDON FISHERIES EXHIBITIO 
TraxE WICHO.1Ls 
Hexagonal Split Bamboo Fishing Rods 


Were awarded Three Silver Medals and the highest special prize—10 Sovereigns. Noted for excel- 
ence more than numbers. This is the highest prize awarded tec any American for Split Bamboo 
Manufactured by B. F. NICHOLS, 153 Milk Street, Boston, Mass. 
Send for list with Massachusetts Fish and Game Laws. 
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“FOREST AND STREAM SERIES.” 


DEER HUNTING. | WOODCRAFT. 


JUDGE JOHN DEAN CATON. 


B* and by it will be time to hunt antelope and deer. It is 

always time to read about them. Judge Caton’s book 
on the antelope, elk, deer, moose and caribou of America 
discusses in a readable way the life history of these animals 
and the methods of their capture. It is the work of an 
enthusiastic sportsman who has had a wide experience and 
has devoted the leisure of years to studying these interesting 
game animals. The volume is very fully illustrated, and is a 
perfect storehouse of information and entertainment. The 
first edition was sold by the Boston publishers at $4, 


Price, $2.50. 


By “NESSMUK.” 


A COMPACT pocket handbook of condensed, boiled-down, 

concise, clear, comprehensive, sensible, practical camp 
gumption. ‘Nessmuk” has been “in the woods” in Michigan 
New York, Pennsylvania, and South America, but this is a 
book for outers, wherever they kindle their camp-fire. The 
author believes in ‘smoothing it.”” He has learned how; now 
he tells others. It is much easier to learn from ‘‘Nessmuk” 
than from Dame Experience. We should not be surprised if 


“Woodcraft” completely revolutionized the methods of camp- 


If you are going to the woods, read ‘‘Woodcraft” 


ing out. 
It may add to your trip a hundred fold. 


before you go. 





Price, $1.00. 


DOG TRAINING. 


By S. T. HAMMOND. 


HE was a promising puppy, and when you turned him 

over to the breaker to be educated, you thought he was 
bound to make ‘‘the best dog in the world.” And you'll not 
soon forget how disappointed and disgusted you were when 
the dog, the breaker and the big bill—all three turned up 
together, and you saw that. the animal’s spirit was broken 
and it would take a steam calliope to make him mind. Now this 
could not have happened if you had been wise enough to buy 
a copy of Hammond’s book, and in your odd leisure moments 
trained the dog yourself instead of having him broken by some 
one else. We are selling edition after edition of this book, 
and it is revolutionizing the system of preparing dogs for 


work in the field. 





Price, $1.00. 


' 


Sent postpaid by the F'orest and Stream Pub. Co. 





PIEPER’S PATENT B.L. GQUuUNS 


LEAD THE MAREE T? 


The Large Demand Proves Their 


POPULARITY. 


ADVANTAGES OFFERED: 


CHEAPNESS. 
STRENGTH. 
SYMMETRY. 
DURABILITY. 


¢<2PThis is the best COMPLETE gun in the market for the money. There is no other gun that can com- 
Pp ast season have been unprecedented. 
No. 600—Ribbon twist barrels, Scott action, douple bolt, fine quality steel-freed locks. ex- 
tension rib, scroll fence breech, French walnut selected, pistol grip stock, 
finely chequered, artistically ornamented rubber butt plate, with figure of the 
SOMRP MN PONE ES: cc oes occoyasd snare walk auscsdeecs ba capasunccie auc atwasnduceteon $57 00 
605—Same, with good Damascus barrels, engraved locks and mountings...... -- 7000 %00 
610—Same, with fine Damascus barrels, and fine finish, extra selected stocks. -. 100 00 105 00 


615—The best quality in every particular...... ...........--..0e aa 


are with it. Toe sales during the 









12g. 10g. 


$60 00 589—S! ub twist barrels, ba 


“ “ 


599— Damascus 





r rebounding locks, rest same as No. 588 iewae’s 
‘ “ ‘ ‘ ‘ 


5881—Rifle and shot, blued barrels, B. A. locks, 12-bore and .44 W. C. F. 
5882—Kifle and shot, blued barrels, bar locks 


THE SHOOTING QUALITIES 


ARE REMARKABLE. 
BOTH FOR 


REGULARITY 


AND 


ACCURACY. 


ee 


: m The Parts are Inter: 
changeable. 


TOP SNAP—NOT EXTENSION RIB. 
12g. 10g. 


No. 588—Stub twist barrels, back action, steel rebounding locks, double bolt, scroH fence, 
pistol grip. patent fore end, rubber butt $37 00 $38 00 
598—Damascus barrels, rest same as No. 588. ... 2... -- ee cee nsec cece ee eee eee eeenereneees 40 41 00 
-- 4700 4800 
“es 00 5200 
40 00 
00 





Agents, SCHOVERLING, DALY & GALES, 84 & 86 Chambers 5St., N. Y. 


FOR SALE BY ALL THE DEALERS HANDLING GOOD GUNS THROUGHOUT THE COUNTRY. 
If your dealer has none in stock, don’t purchase until you see it. Get him to send for one on approval. 


THE 8. D. & G. SPECIALTIES ARE: 


CHARLES DALY Hammer and Hammerless Guns. 
Guns. MARLIN & BALLARD Rifles—Don’t fo 

COLT’S Guns, Rifles and Pistols. PA 

ARMS CO. Extracting Revolvers. 





The Celebrated PIEPER Guns. 


HARRINGTON & RICHARDSON Hamm erless 


et the new Marlin combined tool for reloading magazine rifle cartridges. 
KER BROS.’ Guns. STANDARD Revolvers. AMERICAN 
L. M, C. Breech-Loading Implements. 


THoE INTERNATION AL. 


(REGISTERED TRADE MARK.) 


LATEST IMPROVED MACHINE-MADE GUNS. 


N &.—(As per cut). Fine Twist Barrels, Reboundin 
Ay ae ext , cel Plate, both barrels choke-bored. 





SIDE SNAPS.—Fine Twist Barrels, Rebounding Locks, Pistol Grip 
Bolt, not Extended Rib, Iron Heel Plate, right barre! cylinder-bored, left barrel choke-bored. 


12-gauge, 30 or 32 inches, 8 to 9 pounds w: ight, 
10 +“ §=6- 32 inches, 9 to 10% pounds weight, 


Every component art of these 
at such prices. FOR SALE BY T 


Stock, Patent Fore End "1 TOP S 
aoe og reg ger oe wy yy po ae Dy 
- “gauge. or nche ounds weilg 
- | PRIOE, $30 00 | 10 “a 32 inches, 9 to 10% pours weight, 
ns is made by gauge. They are handsome, safe and very durable, shooting qualities excellent, and are superior in every way to any ever before offered 


TRADE GENERALLY. 


HERMANN BOKER & CO., 101 & 103 Duane St., N. Y., Manufacturers’ Sole Agents. 





Locks, Pistol Grip Stock, Patent Fore 


" | [ PRICE, 836 00 


Also Sole Agents for PIFFARD’S ELASTIC RUBBER HEEL PLATES and KYNOCH’S BRASS SHELLS, 


hisibrinmetintraed 


a rr on 
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Whitney--Kennedy Repeating Rifle. 






The Strongest and Best. 


Many thousands in use. Greatly superior to any other Magazine Rifle yet made. The solid metal 
in line of fire at time of discharge renders the Kennedy ABSOLUTELY SAFE. 
These rifles are made .88-cal. 40 gr., .44-cal. 40 gr., .45-cal. 60 gr., .45-cal. 75 gr., and .50-cal. 95 gr. (Express), using the same ammunition 


as other magazine rifles. Catalogues and price lists on application to the manufacturers. 


WHITNEY ARMS CO., New Haven, Conn. 


FURS. 


ESTABLISHED 1853. 








Highest Award 
Centennial, 1876. 


Gold Medal 
at Paris, 1878. 


F, BOOSS & BRO, 


IMPORTERS, MANUFACTURERS .AND ORIGI- 


NATORS OF DESIGNS OF FUR GARMENTS, 
BEG TO CALL ATTENTION TO THEIR 


SEALSKIN DOLMANS, 
SEALSKIN PALETOTS, 
SEALSKIN NEWMARKETS 
SEALSKIN PELISSES, 
SEALSKIN SACQUES, 
SEALSKIN VISITES. 


ALSO SEAL PLUSH GARMENTS, PLAIN AND 
TRIMMED. 

ALL STYLES OF SILK FUR-LINED GAR- 
MENTS. 

BROCADED VELVETS, RICHLY FUR TRIM- 
MED. 

SILK AND FUR-LINED SHOULDER CAPES, 
STOLES AND MUFFS. 

FULL ASSORTMENT OF FUR-TRIMMINGS, 
GENTLEMEN'S FUR CAPS, GLOVES AND COL- 


“Slin Robes of all Descriptions, 


The well-earned reputation of our house for style, 
quality and fit places it in the first rank of the fur 
trade of this country, and we challenge « ompetition 
for quality and price over all competitors. All 
goods warranted. 


NO. 449 BROADWAY, 


AND 26 MERCER STREET, FOUR DOORS 
BELOW GRAND STREET. 


THE 


This important work, now for the first time offered 
to the public, contains full life histories of all the 
quadrupeds of this State. These biographies are 
as different as possible from those too often found 
in scientific works; instead of being dry and dull 


MAMMALS 


they breathe the very fragrance of the woods and 
fields, and give us a close insight into the every day 
life of their shy inhabitants. To the lover of 
nature the work commends itself by its title. The 
hunter will need it for the complete account it 
gives of the habits of the deer, the hares and the 


OF 


squirrels. The farmer should read it because it 
tells him all about his enemies, the shrews and field 
mice who devour his crops, and about their enemies 
whom he would like to protect. 


NEW YORK. 


This interesting work is published in two volumes, 
the first taking the reader from the Carnivora 
(flesheaters) to the Cervid@ (deer), and the second 
concluding the subject. 


C. H. MERRIAM, M.D. 


The volumes are superbly gotten up and are 
printed in large, clear type on heavy timted paper. 
We offer a few copies for sale at the following 
prices: Single volumes, paper, $2 each. The two 
volumes, paper, $3.50. The two volumes, cloth, $5. 


Forest and Stream Pub. Co., 
89 Park Kow, New York. 


















BIRCHS KEY ej AND NOT 
_ WING ANY WATCH WEAR CUT 


SOLD Ree es Eos Dey Sey 








Wanted. 


ANTED.—BACK NUMBERS OF THE FOREST 

AND SrreEaq, dates Feb. 22, 1877, Feb. 28, 1878, 

Jan. 30, 1879, Feb. 24, 1881, Feb. 17, 1881, April 6, 
1882, Oct. 19, 1882 and Jan. 4, 1883. Address, Forest 
and Stream Pub. Co., 39 Park Row, New York City. 


Skunk, Raccoon, Mink, Muskrats, 


Bought for cash at highest pies. Send for circu- 
jar, which gives fuli particulars. E.C. BOUGH- 
TON, 44 Bond street, New York. 











ANTED.— A SINGLE-BARREL BREECH- 

loading shotgun, weighing 12 or 15lbs., 8-bore, 

laminated or Damascus barrel, either new or 

second-hand: top action preferred. Address with 
particulars, C. F. POPE & CO., ee ze 
et 





LACK BASS.—WANTED, 1€00 SMALL BLACK 
Bass for stocking pond. Address P. O. Box 696, 
Philadelphia. oct30,2t 


WANTED. 


Angora cat, full blooded, 3 or 4 mos. old, maltese 
or dun-colored. Address, stating price and where 
the cat may be seen, P. O. Box 26, Perth Amboy, 
New Jersey. oct30,1t 


Sor Sale. 


LIVE QUAIL 


At $2.50 per dozen if orders are received before 
Nov. 15. . C, RYALL, Shelbyville, Tenn. It 








OR SALE—A WINCHESTER REPEATING 

rifle, .38-cal., octagon barrel, with loading tools, 
canvas case, etc . and in perfect order. Price low. 
Address CHAS. K. HARRINGTON, Box 867, Pitts- 
fleld, Mass. oct3),1t 





worth $125; will sell for $80. Address J. 


bore, Deely & Edge forend, half pistol grip stock; 
and Stream office. oc 





Ferrets For Sale. 


$7.00 per pair; $4.00 for single female, $3.50 for 
single male. Send money by st office mone 
order or registered letter. Address CHARLES H. 
VAN VECHTEN, Victor, Ontario county, N. Y. 





R SALE.—A FINE CLARK & SNEIDER 
B.L. gun, laminated steel barrels, 10-bore, 814-Ibs. 
a close and strong shooter, in perfect order and 
condition; been used but very little. Cost $125, 
made to order for owner; also a sole leather case 
holding besides gun and loading tools 100 cartridges; 
also 150 loaded cartridges for quail in separate 
hand case (leather); the whole cost $150. Will be 
sold for $75 cash. Address Z. DUNCAN ROSS, 908 
East Cumberland street. Phila., Pa. oct23,2t 





OR SALE OR RENT.—A COMPLETE DUCK- 

L’ ing outfit, consisting of large secow. double and 

single boxes, etc. Acdress CAPT. W. F. BUR- 

ROUGAHS, Havre de Grace, Md., or Ninth & Master, 
Philadelphia. octi6,1mo 





re SALE.—A WESTLEY RICHARDS HAM- 
merless gun, 12-bore, 8!4lbs., 30in. barrels, both 
choke bored. Stock 14in. long. 3in. drop, one-half 
pistol ertD. horn butt plate and all improvements. 
A splendid shooter. New. Price $140. Address Box 
C., Harriston, Ontaria, Can. oct16,3t 





Cheap Farms Near Markets. 


The State of Michigan has more than 4600 miles 
railroad and 1600 miles of lake transportation, 
schools and churches in every county, public build- 
ings all paid for and no debt. Its soil and climate 
combine to produce large crops, and it is the best 
fruit State in the Northwest. Several million acres 
of unoccupied and fertile lands are yet in the mar- 
ket at low prices. The State has issued a new 
pamphlet containing a map and descriptions of the 
soil, crops and general resources of every county 
in the State, which may be had free of charge b’ 
writing to the Commissioner of Emigration, Detroit, 
Mich. octi6,6t 


Hu the Stud. 
BEAUFORT. 


(Champion Bow—Beulah.) 


The best lookin inter living, and a great stu) 
dog. Fee $50. _— ° 


NEVISON. 


Champion imported mastiff, winner of forty first 
prizes. Fee $50. 

CHAS. H. MASON, West New Brighton, Staten 
Island, N. Y jy3.tf 








CMIiETE. 


Will serve red Irish setter bitches of pure blood 
and guaranteed field ene. Fee, 3 
For Sale—Puppies, by Chief. Stock and field 
ae of dams teed. MAX WENZEL, 89 
ourth street, Hoboken, N. J. 


IN THE STUD. 


BARONET, Pointer (A.K.R. 264), champion 
Rush ex Rose. Broken by Titus. Winner in the 
field and on the bench. For iculars address 
FORREST W. FORBES, P. O. Box 691, Westboro, 
Mass. je26,6mo 








DO YOU WANT : 

























If so, send for DOG BUYERS’ 
GUIDE, containing colesed plates, 

. zoo engravings of different breeds, 
ices they are worth, and where to 
ythem. Also, cuts of Fur. 
waning Goo of all kinds. Direc. 


tions Treinioe Dogs sad Breed- 








Sporting Dogs Boarded & Trained 


D. H. LOCKWOOD, New Canaan, Conn, 


For Sale—Hornell Spaniel Puppies, 


The best in the world; 142 prizes in two years 
proves it. From 3 to 10 mos. old. Ne culls or $5 


Hu the Stud. 
Hillside Kennel. 


Gordon Setter “ARGUS.” 


Argus is thoroughly trained for field work; has 
an excellent nose and great endurance. The fol- 
lowing are his bench show winnings: Ist prize in 
Toronto, puppy class, 1880; 2d prize, London, 1881; 
1st prize, Cleveland, also special for best Gordon 
setter exhibited, 1882, 1st prize, champion, Ottawa, 
1883; 1st prize, champion, Chicago, 1883; 1st prize, 
Montreal, and special for best Gordon setter F, 
1883; 1st, champion, London, also special for best 
Gordon ‘setter dog in show, and special for best 
Gordon setter dog or bitch, 1883. 

Argus has been awarded prizes under the follow- 
ing judges:—John Davidson, Major J. M. Taylor, 
Harry Malcolm, James Watson, W. J. Munson. 


Stud Fee, $25.00. 


STUD FOX-TERRIER 
Champion Raby Tyrant, 
(K.C.8.B. 11,179.) 

Pupped October, 1880. Weight 164% pounds. 


Raby Tyrant is a white dog, with an even marked 
rich black and tan head. He isa thoroughly game 
and stylish terrier, =— a beautifully shaped 
long punishing head, with perfect drop ears, small 
eye, rare neck and shoulders, deep chest, well rib- 

and muscular quarters, short, straight legs, 
excellent feet, great bone and substance, with an 
exceptionally hard and dense coat. 

Raby Tyrant is without doubt one of the most 
successful terriers of the present day. He has 
been exhibited 67 times, 33 different ju Bi having 
adjudicated upon him, and has won 47, First 10 
cups and specials; 12second and 2 third prizes. His 
breeding is undeniable, combining as he does the 
choicest and most valuable blood that can be ob- 
tained. At the stud Raby Tyrant is proving him- 
self eminently successful. 


Fee, $15.00. 


— E. THAYER, Hillside Kennels, Lancaster, 
ass. 


Scotland Kennel Collies. 


n the Stud—Black cocker champion Hornelj 
Silk. Fee $20. Address J. OTIS FELLOWS, See. 
Hornellsville, N. Y., or G. W. LEAVITT, Pres,, 33 
Hamilton street, Boston, Mass. 





OR SALE.—TWO TRAINED ‘COON DOGs 

two trained foxhounds, one trained rabbit dog’ 

five trained ferrets. H.C. GRAFF, Kensington, 6 
octl6,3t 





‘OR SALE.—SCOTCH COLLIE PUPS, PURE 
breed; color, black and tan, 12 wks. old; two 
dogs and four spayed females. Address W. § 
KNOWLES, Canton, Mass. oct16,4t 





NE PAIR OF SETTER DOGS, 18 MOS. OLD, 
well ra broken, from good field stock; $4 
each. C.F. KENT, Monticello, N. Y. octl6,tf 





PURE LAVERACKS 


Of -the Highest Quality. 
Puppies ef the preduce of Mr. Gondsell’s celebra- 
ted prize winning champion dogs and bitches are 
offered at reasonable prices. Handsome, stron; 
Champion Plantagenet, Prince an 


stamp for catalogue. Address E. I. MARTIN, Ken- 
nager, Wilmington, Del. nov22,tf 





Rory O’More Kennel. 


For eet red Irish setter stock. 
Address W. N. CALLENDER, 
Albany, N. Y. 


Blue Blood Pointer For Sale. 


Lemon and white, medium height, strongly built, 
very fast, wonderfully staunch, has a most delicate 
nose and is perfectly breken. One of the hand- 
somest and best-trained — ever imported. He 
is 4 yrs. old, without fault or biemish, and sold onl 
for want of use. Apply to LOUIS N. WELLER, 
666 Broadway, Albany, N. Y. oct30,1t 








OR SALE CHEAP.—THE BEAUTIFUL LIVER, 
white and ticked cocker spaniel stud dog Dash, 

18 mos. old, thoroughly broken, a fine worker and 
A No. 1 in every re:pect. Address FLEETFOOT 
KENNEL, Delhi, Del. Co., N. ¥., E. L. HITT, M 





= 





STUD DOGS. . 
Champion Robin Adair and Champion Tweed II. poo Cote, 16 
BITCHES. OR SALE.—TWO FINE POINTER PUPS 


4 
mos. old. Willsellcheap. Best of stock. F. 
W. CHASE, Augusta, Me. oct30,1t 


POINTERS! fl RARE CHANCE. POINTERS! 


No reasonable offer refused for two well-broken 
and well bred pointer bitches; that are due to 
whelp Nov. 20, by a first-class dog. Also two bitch 

UPS, 7 mos. old, handsome and well bred. Price 
$i each. HARRY C. MILLER, Hudson, N. be 

oct30,1t 


K 9 Breaking Kennels. 


Pointers and setters thoroughly broken for field 
trials or private use. Reference given. W. G. 
SMITH, Field Trial Trainer, Templeville, Md. 


Champion Zulu Princess, champion Lassie, cham- 
pion Lass o’ Gowrie, champion Meg, Lilac, Eigg and 
other imported and prize winning bitches. 

—— for sale from the above stock. 

For further a and stud fee of dogs ad- 
dress THOS. H. TERRY, P. O. Box 2,017, N. Y. 








IN THE STUD. 


CHAMPION GRAND DUKE, winner of eight 
1st prizes and four specials; only times shown. 
Sire of Grand Duchess, winner of first at Warwick 
and Crystal Palace this year. Also champion BOZ, 
winner of champion, New York, 1884, and many 
other prizes. Photographs of Boz, cabinet size, 50 
cents. Fee, $20 each. Address R. & W. LIVING- 
STON, 16 West Thirty-sixth street, New ~—_, as 

oct9,4t 














R SALE, A NUMBER OF WELL BRED AND 

well broken pointers and setters, also do; 
boarded and broken, satisfaction qpreenioce. A 
dress H. B. RICHMOND, Lakeville, Mass. Sept22,tf 


The Kennel. 


Briarcliff Kennels. 








HOICE BEAGLE PUPPIES FOR SALE-— 
Three couples, by Sloan’s imported Bannerman 
out of the superior bitch Pitts. DR. L. H. TWAD- 


puppies from the litter awarded 1st prize at the 
es DELL, West Philadelphia, Pa. oct9,4t 


minster Kennel Club show, October, 1884. Ad- 
dress H. N. STRONG, Supt., Sing Sing, N.Y. oct30,2t 


Mill-Brook Kennels 


Thoroughbred St. Bernards. 
Thoroughbred Scotch Collies. 


Address with 2 
P. O. Box 1338. 








NGLISH MASTIFFS.—ALWAYS ON HAND, 

fashionably bred choice mastiff pups, repre 
senting the best known blood, viz.: Lyme Hall, 
Elvaston Castle, and Lord Stamford’s strains, cor- 
rect in coat, color, mask and disposition, and de- 
livered with well authenticated pedigree. FRED. 
GRANT, Clearance Office, Custom House, Boston. 





, aw Sask. M. GRAHAM, NEWTOWNBREDA, BELFAST, 


Ireland. is prepared to purchase and ship dogs 
for importers. Dogs purchased from him had the 
following prizes awarded to them: At New York 
and Chicago, 1883, sixteen firsts, nine special, three 
second and one third. At New York, 1884, seven 
firsts, six specials and one third. 





IX POINTER PUPS FOR SALE, FIVE DOGS, 

whelped Sept. 22, 1884, out of Roe (A.K.R. 1444), 
7 Sensation’s Son, the sire of Lalla Rookh. Also 
the pointer bitch Fairy (A.K.R. 1439), whelped Jan. 
1, 1884. E. M. CROUCH, Thomaston, Conn. oct30,5t 


R SALE LOW.—THREE BLUE BELTON 
bitch pups, by Ted Llewellin (A.K.R. 599, 2d, 
i — ex Blanche Lewis (A.K.R. 581, vhe. 








OR SALE.—LITTER OF IMPORTED COLLIE 
ups, combining bleed of champions Tramp 

and Coekie, Highlander, Twig, etc.; also litter from 
imported stock—Fatber by champion Chance. Ad- 





octa0,1t 


OR SALE.—THREE LLEWELLIN PUPPIES, 
two yy whelped July 19,1884, by Gun (Glad- 
stone—May B.) out of Pearl Blue ( yal Blue— 
Dryad), black, white and tan ticked. Address 
CHAS. YORK, Bangor, Me. oct30,tf 


‘WO BEAGLE BITCH PUPPIES, BLACK, TAN, 
brown and white, 8 wks. old, Lucy, by Minstrel; 
very fine. J.C. HUNTINGTON, Dunnings, * is 
oct30, 


OINTER PUPS FOR SALE CHEAP.—EXTRA 
field and bench show stock. R. T. GREENE, 
810 Grand street, Jersey City, N. J. oct30,2t 








OR SALE.—FINE ENGLISH SETTER DOG 
Rock Wind’em, whelped Dec. 25, 1882. by 
Roderick II. (Roderick ex Norna) out of Jennie 
(Carlowitz ex Rose), evenly marked black and 
white, with traces of tan, perfectly house and yard 
broken, is staunch, fast and stylish, had partridge, 
woodcock and quai! shot over him. I warraut him 
to suit the purchaser, or I will refund the money. 
Price $60, full pedigree. Address D. A. GOODWIN, 
JR., Newburyport, Mass. oct30,1t 








OR oo ia A citonee 

ter pups, whe ug. ’s Sen- 

gation Snes ot, siroete. Write for full pedi- 

gree, etc. ice $25. FRANK W. FITTS, Manches- 
ter, N. H. octav,tf 





ae LEMON AND WHITE SETTER. 
2 yrs. old, fast, stylish, staunch, obedient, 
well broxen, drops to shot and will retrieve any- 
thing from water or land. A fine street and house 
dog; performs over twenty different tricks. For 
further particulars address JAMES SPENCER, 
Forest and Stream Office. octa0, it 


STOREHENGE ON THE DOG. 
Price $3.50. 
For sale by Forest and Stream Publishing 00 





R SALE.—ENGLISH SETTER BITCHES LA 

Reina (A.K.R, 1176) and Queen Bess (A.K.R. 372) 
whelped April 4, 1888 (Dash III. ex ro: both 
are yard broken and very handsome and promising 
with pedigree unexcelled. A chance seldom offered 
to obtain a good dog at a reasovable price. Sold 
only on account of sickness. Address E. N. 
FISHER, JR., P. O. Box 235, New Bedford, Mass. 








dress WARD C. POWELL, Hartford, Conn. oct2s,3t 
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